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: Sign up for Paladin’s eNewsletter to take advan- 


: tage of sales, discounts and special offers. 


: Go to www.paladin-press.com and click on 


: “Sign up for our eNewsletter” located at the top 


: of the homepage. 


: PALADIN PODCASTS 


! Listen to interviews with Paladin authors. Go to 


: our website — www.paladin-press.com — and : 
: check the “Connect with Paladin” bar at the bot- : 


: tom of the page. You can also listen on iTunes or 


: Podcast Alley. 
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BARE-HANDED SURVIVAL SHELTERS 
: Tried-and-True Techniques for Emergency Shelter 


P by Pred Detar jscssasssarscesssstisssssantceceasscssieaantcctesssessesassecseseresdessssiavssnerncesnsebeseis 
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FIGHTING TO WIN 
: What to Do Before, During, and After a Fight 


Be by: Keeyirn Patslsericcssscicctchasopsiskscetas othe svsteheegionetsdeea aasilensthssdudtttichanrbes estes 
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Phase IV: Multiple Opponents 
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: Increasing the Power and Effectiveness 
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: SNIPERCRAFT 
: Laying the Groundwork for a Career as a Sniper 


By JOM SIMD SOM akcaasercaetstussasateatecten saa is hater PoteyseeaienshekceetiafacastartetetaaiteMetees 


: STOP THE BULLY 
: Teaching Kids What to Do If They’re Being Picked On 


With BUN KIDD scassescesceccsssccssdasnctocensccasousvabeteoaccuesaussatasesnsechénaccsuaatinaccbensccatuatabebet 


aaa ee 
One variation of the sitting position is to have the sniper’s arms 
crossed and the elbows resting on his knees. From Snipercraft 
found on page 44. 


/ WHERETO 
_ FIND US 


: Paladin Press : 
: Gunbarrel Tech Center 
: 7077 Winchester Cir. i 
: Boulder, CO 80301 

: USA. 


: Retail Credit 
: Card Orders 
: 1.800.392.2400 
: FAX: +1.303.442.8741 


: Customer Service 
: +1.303.443.7250 
e-mail: service@ 

: paladin-press.com 


: Wholesales e-mail : 
: wholesales@ 
: paladin-press.com 


: Editorial e-mail 
: editorial@ 
: paladin-press.com 


Video e-mail 
: video@ 
: paladin-press.com 


Website : 
: www.paladin-press.com i 


| Web Manager 
? webmaster@ 
paladin-press.com 


: Dealer 

: Inquiries 

: Invited 

: For more 

: information e-mail: 
: wholesales@ 

: paladin-press.com. 


Made in America 


Look throughout the catalog for this symbol, 
: which indicates products available from the 


: Paladin website as downloadable PDFs. for the Kindle. 


Look throughout the catalog for this symbol, 
which indicates products available from Amazon 


U.S. RETAIL ORDERS 1.800.392.2400 * CUSTOMER SERVICE & DEALER ORDERS +1.303.443.7250 


Copyright © 2012 by Paladin Press® No portion of this catalog may be reproduced in any form without the express written permission of the publisher. 


FRENCH FOR 


* 


—_— 


‘COMBATIVES 
} fe 


“Traditional martial arts are what we do wit somehoty; combatives is what we do fo somebotly.” 


When Kelly McCann speaks, we lis- 
ten. So when Kelly told us about Nick 
Hughes and his unique French Foreign 
Legion Combatives program, we 
checked out Hughes. Impressed by what 
we Saw, We arranged to meet him at Mc- 
Cann’s Kembativz Civilian Training Cen- 
ter for filming. The result is Hughes’ 
new six-volume French Foreign Legion 
Combatives series (see page 13). 

Australian Nick Hughes has spent 
more than 40 years in the martial arts 
studying and implementing the street 
applications of self-defense techniques 
in life-or-death situations. Hughes’ mar- 
tial arts training started early when he 
joined his school’s judo and ju-jitsu 
clubs; he also cross-trained with the 
boxing and wrestling teams. Soon he 
progressed to Zen Do Kai, an eclectic 
martial art created in Australia for 
bodyguards, police officers, prison staff 
and doormen. Hughes sought out “prac- 
tical” training by working nightclub 
doors at the age of 16 (being six foot 
three and 200 pounds helped). 

To further his career as a bodyguard, 
Hughes left Australia for London in 
1984. A realization that security agen- 
cies were only interested in ex-military 
personnel prompted Hughes to enlist in 
the French Foreign Legion. During his 
five-year tour, Hughes served with the 
Legion’s famous 2nd parachute regi- 


ment and taught unarmed combat to the 
Legion’s military police. 

After leaving the Legion, Hughes re- 
turned to the UK to pursue a career in 
security and found great success. His 
time in executive security allowed him 
to use what he’d learned in the Legion 
and elsewhere to protect members of 
the Saudi royal family, rock-and-roll 


— Kelly McCann 


artists, diplomats, politicians, business- 
men and movie stars all over the world. 

A move to the United States in 1994 
afforded Hughes the chance to continue 
his study of the fighting arts. After 9/11, 
a number of people approached him for 
self-defense instruction. These folks real- 
ized that, despite the best intentions of 
law enforcement agencies, there are 
going to be times when they must be able 
to defend themselves and not wait for 
help to arrive. 

Despite holding black belts in seven 
different styles and instructor’s certifica- 
tion in other systems, for his French For- 
eign Legion Combatives series Hughes 
went back to his antecedents in the Le- 
gion to develop one of the most effective 
and efficient combatives training pro- 
gram available anywhere. 

To make his instruction realistic, 
Hughes incorporated principles he 
learned in the Legion and on the streets: 
a successful self-defense program must 
teach people how to defend themselves 
with their bare hands because they won't 
always have a weapon; the techniques 
must be simple, versatile, and quickly 
mastered; and the curriculum must be 
eclectic and constantly evolving. 

Have you always been intrigued by 
the French Foreign Legion? This is your 
chance to learn its fighting secrets with- 
out signing up for five years! 


FIGHTING WITH 
MARK HATMAKER 
by Mark Hatmaker 
If you’re not familiar 
with Mark Hatmaker’s mix 
of grueling conditioning 
work, savvy mat and ring 
tactics, and fascinating re- 
search into combat sport 
history, this book is for 
; you. A compilation of the 
: best of Hatmaker’s newsletter articles for his 
? students and fellow instructors, this unique train- 
i ing aid focuses on a broad range of topics rele- 
? vant to boxing, wrestling, mixed martial arts and 
? serious self-defense training. In it, Hatmaker cate- 
: gorizes and presents more than 160 concise arti- 
? cles with one overarching goal: to kick your 
; training program to the next level of intensity. 
: 5'/ x 8'/, softcover, 270 pp. 
? #FMH 


: | FIGHTING 


STOP THE BULLY 


? DVD On Demand. 


$24.95 | #BULLYDVD 


THE WORLD OF FAST DEFENSE 
Adrenal Rush Scenarios 
with Bill Kipp 


unleashing the power of adrenaline. 


STOP THE BULLY 
Teaching Kids What to Do if 
They’re Being Picked On 
with Bill Kipp 

Every day thousands of children wake up afraid because they are being 
bullied at school or elsewhere. In fact, more than three-quarters of Ameri 
can students say that they have been bullied mentally, verbally or physically. 
As parents, we know that our primary responsibility is to protect our kids, 
but we can’t be with them all the time. How can we teach them how to de- 
fend themselves from bullies? 


: Paladin author Bill Kipp of FAST Defense has the answer. Using simple, effective, conflict-resolution skills, 
: Stop the Bully gives children ages 6-12 the tools they need to stop bullies in their tracks! And the confi- 
: dence gained from the experience empowers children in all other facets of their lives. Give your child con- 
: fidence and safety with this interactive, fun and lively program specially designed for a kid’s attention span. 

: Utilizing real-life techniques and self-defense tips, the drills are designed and taught as games, from how to 

: adopt a power stance and verbally defuse a bully to how to identify safe places to retreat and find help. 

: This product also includes bonus material. In Preventing Child Abductions: Teaching Kids 

: How Not to Be Abducted, Bill Kipp teaches simple yet effective strategies kids can use to detect 
: and avoid a potential abduction. Color, approx. 75 min. This title is also available for download as a 


$10.95 ; 


The number-one factor in effective self-defense is dealing with the adrenal fear rush that everyone — no matter how big or 
| how small — gets in an intense situation. We've all heard stories of ordinary people performing amazing feats by harnessing and 


Black Belt magazine’s 2012 Self-Defense Instructor of the Year, Bill Kipp is well known for his adrenal-based, asymmetric scenario 
training. With this video, The World of FAST Defense: Adrenal Rush Scenarios, Kipp elevates his system to a new level, ex- 
plaining why and how students trained in this approach,are set for success: they have learned to avoid the common mistakes made 
when the human brain gets adrenalized. By demonstrating reality vs. “real” training, symmetrical vs. asymmetrical training and the 


specific applications of adrenal fear rush to scenario-based training, he shows you how to put the adrenal rush toywork for you rather than against you. 

The World of FAST Defense is a must-have for anyone interested in a self-defense system that works in the real world. This video will guide you step- 
by-step on the adrenal stress conditioning journey and teach you how to be more proactive and effective under the stress of street combat. Learn to control 
adrenal rush fear — so it doesn’t control you. Color, approx. 70 min. This title is also available for download as a DVD On Demand. 


#WFDDVD 


TURNING FEAR INTO POWER 
How to Prevail in Verbal Confrontations 
and against Physical Assaults 
with Bill Kipp 

Bill Kipp describes how his FAST Defense system 
develops awareness and communication skills that 
can help you avoid being targeted as a victim, desen- 
sitize you to the verbal abuse and threats attackers 
use to control their victims, and equip you with ver- 
bal defense skills to nip altercations in the bud. 5'2 x 
8’, softcover, photos, 266 pp. 
#TFP 


(2a xinote 


: THE BARE-KNUCKLE BOXER’S COMPANION 
i Learning How to Hit Hard and Train Tough 

? from the Early Boxing Masters 

? by David Lindholm & UIf Karlsson 


OM Kipp 


The authors have analyzed the surviving texts and illustrations of the masters: 


? of bare-knuckle boxing and organized what they've discovered into a complete 
i program for training, conditioning and applying these skills in a real confronta- 
? tion. In doing so, they show how bare knuckle is an ideal system for self- 

? defense: it is simple to learn, has powerful techniques and works regardless of 
? the clothes you wear, the surface you stand on, the space you fight in or how 

: many attackers you meet. 8'/2 x | I, softcover, photos, illus., 136 pp. 
: #BARE 


: (Fa xinote 


$22.00 


4 SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


$25.00 : 


? THE MISSING LINK 
: Self-Protection Through Awareness, Avoidance, and De-Escalation 
: with Bill Kipp 


Master the verbal and psychological skills needed to preempt violent 


: attacks and end fights before they start. Color, approx. 90 min. This title is 


also available for download as a DVD On Demand. 
: #LINKDVD 


$29.95 


SAVE $15.00 WHEN YOU BUY 


TURNING FEAR INTO POWER AND THE MISSING LINK 
#TFPSETDVD $39.95 
For retail sales only. 


THE LOGIC OF FORCE 
A Fighter’s View of Blunt-Force Encounters 
by James LaFond 

For four years, James LaFond conducted a study of vi- 
olence in his hometown of Baltimore, Maryland. Follow- : 
ing up on The Logic of Steel, his highly regarded look : 
into the reality of edged-weapon attacks, LaFond now i 
presents a study of assaults featuring blunt weapons. 

This book tells stories of people who were caught in 
these blunt-force attacks — victims, attackers, eyewitnesses 
and Good Samaritans who tried to break up the fights. 


: Chronicled in the vernacular of the street, these stories are gritty, entertaining and, 
: most important, educational.They will show you what will and will not work in a 

: short, feral, winner-take-all brawl, as well as the disturbing range of blunt-force ob- 
; jects that can be used as improvised weapons. 52 x 8'/2, softcover, photos, 104 pp. 
: #LF 


$10.95 } 


U.S. RETAIL ORDERS 1.800.392.2400 


SELF-DEFENSE 


S a JIM GROVER) 


WHO IS “JIM GROVER”? 


“Jim Grover” is Kelly McCann. He wrote under the pen name Jim 
Grover for six years as a contributing editor for Guns & Ammo maga- 
zine and as the author of its popular “Personal Security” column. 
McCann also appeared under the Grover name in his earliest videos for 
Paladin Press. 
MINIMUM DAMAGE, 
MAXIMUM EFFECT 
NS A Complete Guide to the Use of 

MINIVIUIM Pepper Spray, Less-Lethal, and 
Improvised Weapons 

Kelly McCann presents a complete course in 


IWMIPOCTIVIU IVE 
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secrets of improvised weaponry and shows you 
how to turn common items like credit cards and 
ballpoint pens into powerful defensive weapons. 
He also provides a no-nonsense course in the use of pepper spray. Color, 
approx. 60 min. This title is also available for download as a DVD On 
Demand. 
#MDMEDVD 
STREET SMARTS, FIREARMS, AND PERSONAL SECURITY 
Jim Grover’s Guide to Staying Alive and 
Avoiding Crime in the Real World 

Kelly McCann has the best credentials you can get in the art of crime avoidance 
and self-defense: on-site security specialist in the world’s hottest spots, firearms and 
combatives instructor to ultrahigh-speed military and police units,and hands-on secu- 
rity trainer to international corporations, among other sensitive assignments. Here 
he shows you how to improve the physical security of your home, travel safely, 
use effective nonlethal weapons and use practical shooting skills for real-life situ- 
ations. 8'/2 x | |, softcover, photos, illus., 280 pp. 
#SSF 


(% KINDLE 


JIM GROVER’S COMBATIVES SERIES 
Jim Grover, aka Kelly McCann, is a real-world 
operator who knows what works and what does- 


<I JIM GROVER’S 


n't from violent personal experience. In this explo- : 


sive series, Grover presents step-by-step instruc- 
tion in his unique method of hand-to-hand com- 
bat. This vicious system combines the best ele- 
ments of combat-proven military combatives, 
hard-core street fighting, and in-your-face attitude. 
The result is an easily learned, exceptionally brutal 
fighting system that really works. Grover covers 
every aspect of unarmed fighting, including basic strikes and kicks, combina- 


Weapon 
Diserming 


tion sequences, realistic combat ground fighting, and defenses against a variety : 


: COLLAPSIBLE BATON TACTICS 
: A Hardcore Guide to the Combative 


against knives and handguns. Color, approx. 155 min. This title is also available : Use of the Tactical Baton 


2-Disc Set: $99.95 


of stand-up attacks. He also teache you how to survive the scary world of 
close-range weapons, providing detailed instruction in unarmed defenses 


for download as a DVD On Demand. 
#GRDVD 


| SAVE $36.95 WHEN YOU BUY 


| JIM GROVER’S COMBATIVES SERIES AND 
| JIM GROVER’S SITUATIONAL “SELF-OFFENSE” 
#J/GSETDVD $112.95 


For retail sales only. 


U.S. RETAIL ORDERS 1.800.392.2400 


ELF-DEFENSE TITLES FROM KELLY McCANN (ak 


the use of less-lethal weapons. McCann reveals the : 
: Jim Grover’s Combatives Series, McCann shows you combatives-ori- 

: ented defenses against common MMA set-ups such as the devastating trian- 
: gle choke, the crippling Muay Thai leg kick, the tackle attempt and much 

: more. McCann's lesson is that you don’t have to fear the groundfighter: 

i defeat him with simple, brutal techniques proven through the experience of 
: real-world violent encounters, not half-baked martial arts moves taught by 

; Walter Mittys wearing black. 


$37.00 ; 


KELLY McCANN’S CRUCIBLE 
HIGH-RISK ENVIRONMENT TRAIN- 
ING 


VOLUME SIX 
-"ba- 


GROUND KEM-’BA-TIVZ 
Street Solutions to 
Common MMA Set-Ups 
with Kelly McCann 
With the prevalence of mixed martial arts in 
today’s media, the street thug now has a new 


Street Salutions to 
Common MDMA Set-Up 


: weapon in his arsenal: grappling. You need to be prepared to deal with the 
: MMA-enhanced street fighter, and this video with Kelly McCann teaches 

? you how to take out any mixed martial artist, from the wannabe wrestler 
: to the proficient brawler. 


Going far beyond the groundfighting material he taught in his best-selling 


The Crucible’s motto is “Nothing we do is competition legal, because 


: your life’s no game.” Take that to heart and beat the grappler whichever way 
: he tries to attack you. Color, approx. 60 min. This title is also available for 
: download as a DVD On Demand. 


i #GKDVD $49.95 
: See pages 24, 26, 60, 72 and 83 for 
additional volumes in the series. 


SAVE $80.70 WHEN YOU BUY 
THE ENTIRE 6-VOLUME KELLY McCANN’S CRUCIBLE 


#HRESETDVD 7-Disc Set: $199.00 


For retail sales only. 


1 1 
1 i] 
1 i] 
st 1 
21 1 
: | HIGH-RISK ENVIRONMENT TRAINING SET 
1 1 
1 1 
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JIM GROVER’S SITUATIONAL “SELF-OFFENSE” 
A Hard-Core Guide to Offense-Based Defensive Tactics 
es Picking up where his best-selling Combatives 
i Series left off, Kelly McCann teaches you how to 
apply his hard-core methods to react quickly and 
decisively to a variety of attacks. Find out how to 
escape headlocks and chokes, foil a weapon draw, 
stop a streetfighter’s “jackknife” technique, 
counter knife and box-cutter attacks, and more. 
ff Color, approx. 90 min. This title is also available 
SHE for download as a DVD On Demand. 
: #JGSDVD 


‘ONC TiseeIES! Ta 


Kelly McCann has been carrying and using tac- 
tical batons for years while working in some of 
the world’s scariest places. Now he shows you 
the various types of batons and teaches you how 
to select one. He reveals the finer points of car- 
rying, drawing and deploying your baton so you 
can get it into action when you need it. Color, 
approx. 100 min. This title is also available for 
download as a DVD On Demand. 
#CBTDVD 


COLLAPSIBLE 
TON 
STACTICS, 


$79.95 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 5 


SELF-DEFENSE 


KEM-’BA-TIVZ — SUDDEN VIOLENCE SERIES 


CAR KEM-’BA-TIVZ 
Fighting in Confined Spaces 
with Kelly McCann 


Fighting is difficult enough when you've got space and unrestricted movement — it’s much more dangerous when you don’t. In his lat- 
est video release, Car Kem-’ba-tivz: Fighting in Confined Spaces, well-known Paladin author and combatives expert Kelly 
McCann provides you with wickedly effective techniques for use in and around vehicles.With this release, the first product in the 
Kem-’ba-tivz — Sudden Violence Series, Paladin is proud to offer the first video filmed on location at McCann’s new Kem-’ba-tivz 
Civilian Training Center in Fredericksburg,Virginia, which is finally making his hard-hitting brand of combatives accessible to civilians. 

Violent crime is on the rise in the United States, and more and more assaults are taking place in and around vehicles. Car- 


jackings, strong-arm robberies, rapes and assaults are difficult to defend against when you're trapped, with little or no room to 
maneuver, generate power or even escape. In Car Kem-’ba-tivz McCann walks you through several realistic scenarios, including what you should do if a 
vehicle blocks your path and a gunman approaches, you're forcibly bent over a vehicle hood and being choked or threatened with a weapon, you're shoved 
into a vehicle and attacked or you're forced to fight off an attacker who climbs into the passenger seat and attacks you. Brutally efficient, these techniques 


teach you how to make the best out of a bad situation. 


Car Kem-’ba-tivz presents a fast-paced, tight treatment of a real-world problem facing everyone these days. If you know anything about Kelly Mc- 
Cann’s instructional products, you know your time and money won't be wasted with this video. Color, approx. |20 min. This title is also available for down- 


load as a DVD On Demand. 
#CARDVD 


Also Available in HD Blu-ray 
Color, approx. 120 min. 
#CARHDVD 


EDGED WEAPON 
Responses to Violent Knife Attacks 
with Maury Abreu 


public for the first time. 


2-Disc Set: $69.95 


With the increase in violent crime throughout the world, this new volume in the Kem-’ba-tivz — Sudden Violence Series 
is extremely timely. Shot on location at Kelly McCann’s Kem-’ba-tivz Civilian Training Center in Fredericksburg, Virginia, Edged 
Weapon: Responses to Violent Knife Attacks introduces Maury Abreu to Paladin viewers. A former U.S. Marine and cor- 
rections officer with the Federal Bureau of Prisons, and an active supervising edged-weapons instructor for various U.S. govern- 
ment agencies for more than a decade, Abreu shares his knowledge and passion for edged-weapon combatives to the general 


Fighting for your life is not a static, step-by-step process, but rather a dynamic, volatile collision between two (or more) com- 


mitted individuals. When someone attempts to stick an edged weapons in your body, you have very little time to respond, and 
the techniques you employ must be simple and immediate. Elaborate, complicated moves cannot be quickly accessed in real-world confrontations. From the 
foundation of edged-weapons responses, combative fundamentals, pre-assault indicators, and carry and deployment of edged weapons to offensive and aggres- 
sive knife strikes, fending, crashing and capturing the attacking weapon, Abner teaches a new way of training for responding to sudden edged-weapon attacks. 
Color, approx. 90 min. For information purposes only. This title is also available for download as a DVD On Demand. 


#EWKDVD 


Also Available in HD Blu-ray 
Color, approx. 85 min. 
#EWKHDVD 


$39.95 


$49.95 
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CRUCIBLE ALL-ACCESS TRAINING 
Volume |: Brass Tacks Kem-’ba-tivz 
with Kelly McCann 

In Volume I of this exclusive Crucible All-Access Training series, 
Kelly McCann combines the hard-hitting unarmed tactics of his combatives 
system with simple, nasty, go-to techniques for the street to show how sim- 
ple, everyday movements can be adapted for combative self-defense. He be- 
gins with detailed instruction in how to move your head and body, find the 
angle and cut your hips. He then covers what you'll need to establish a 
bombproof defense based on avoidance, evasion, blocking and disruption. 
Color, approx. 140 min. This title is also available for download as a DVD On 
Demand. 
#BTKDVD 
See pages 21, 24, 26 and 65 for additional volumes in the series. 


$59.95 : 


| SAVE $52.25 WHEN YOU BUY ; i 
| THE ENTIRE 5-VOLUME CRUCIBLE ALL-ACCESS TRAINING | : 
| SET ; 

H 
i 
i 


#AASETDVD $157.50 ! : 


For retail sales only. | : 
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SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


: CRUCIBLE HIGH-RISK ENVIRONMENT TRAINING II 
: Volume I: Closed Hand Kem-‘ba-tivz 
: with Kelly McCann 


In Closed Hand Kem-’ba-tivz, Kelly McCann shows you a different 


: strategy of fighting that includes closed hand striking, focusing on how to use 
: your fists to knock out your attacker and win without breaking your hands. 

: This is as close to “advanced” Combatives as it gets and has previously only 

: been taught to a very select few at the Crucible. Learn how to integrate the 
: Combatives strikes you already know with this new material into a vicious 

i system of unarmed combat. Color, approx. 150 min. This title is also available 
: for download as a DVD On Demand. 
: #CHKDVD 


2-Disc Set: $69.95 


: See pages 24, 26, 60 and 72 for additional volumes in the series. 


SAVE $64.75 WHEN YOU BUY 
THE ENTIRE 5-VOLUME CRUCIBLE HIGH-RISK 
ENVIRONMENT TRAINING II SET 


#HRE2SETDVD 8-Disc Set: $225.00 | 


U.S. RETAIL ORDERS 1.800.392.2400 


SELF-DEFENSE 


SELF-DEFENSE TITLES BY LOREN W. CHRISTENSEN 


: FIGHTING IN THE CLINCH 

i Vicious Strikes, Street Wrestling, 

i: and Gouges for Real Fights 

: by Loren W. Christensen and Mark Mireles; 
foreword by Big John McCarthy 


VITAL TARGETS 
A Street-Savvy 
Guide to Targeting 
the Eyes, Ears, 
Nose, and Throat 
Using a simple 
angling system, Chris- 
tensen shows you 
how to instinctively 
target the vital areas 
of the face and neck 
in virtually any situation. Color, approx. 95 min. 
This title is also available for download as a 
DVD On Demand. 
#VTDVD 


7 Fann 
CLINC 


FIGHTING DIRTY 
A “No Sweat” 
Guide to Hardcore 
Self-Defense 
Training 

Focusing on gross 
motor movements that 
require a minimum of 


eran martial artist 
Loren Christensen 
shows you how to perform a series of quick, hard 


This title is also available for download as a DVD 
On Demand. 
#FDDVD 


NO STREETFIGHTING EDUCATION IS 
COMPLETE WITHOUT THIS BRUTAL 


ARSENAL OF NASTY TRICKS. 


THE BRUTAL ART OF 
RIPPING, POKING, 
AND PRESSING 
VITAL TARGETS: 

THE VIDEO 


Brawling doesn’t get any 
closer or uglier than when 
youre struggling to tear 
yourself out of a street 
attacker’s clinch.Authors 
Loren Christensen and 
Mark Mireles know this 
from painful experience: 
with a combined 75 years 
of martial arts study and 
more than 40 years of 


: working the mean streets as city cops, they have 

: had many opportunities to develop their tech- 

: niques for both powerfully breaking a criminal’s 

: determined grasp and hanging on to a suspect des- 
i perately trying to resist arrest. They present 


: dozens of tried-and-true clinch escapes using clear, : 


: uncomplicated instruction and step-by-step pho- 
i tos. 5'/ x 8'/, softcover, photos, 286 pp. 


practice to execute, vet- #CLINCH 


$25.00 


(% KINDLE 


strikes to stop your attacker. Color, approx. 108 min. : 


THE BRUTAL ART OF RIPPING, 
POKING, AND PRESSING VITAL 
TARGETS: THE VIDEO 

This is your quick-and-dirty guide to learning 
dozens of ugly, shocking and painful — yet sim- 
ple — ways to short-circuit an attacker and give 
you time to run or make a counterattack. You 
won't find finesse moves here; there are no com- 
plex body mechanics to study or techniques that 
you'll need weeks of practice to perfect. It’s just 
pure strike, stun and escape. The techniques in 
this video are all designed to deliver a surprising and vicious blast of pain to 


the attacker, debilitating him temporarily or permanently. Are these tricks : : 
dirty? Hell, yes. But in a fight for your life, survival is all that matters. Color, : ; 


approx. 115 min. This title is also available for download as a DVD On 


Demand. : 
#BRUTALDVD $39.95 : 
a a = Teachers, and Stuceats | 


SAVE $19.00 WHEN YOU BUY 


#BRUTALSETDVD 


U.S. RETAIL ORDERS 1.800.392.2400 


THE BRUTAL ART OF RIPPING, POKING, AND PRESSING 
VITAL TARGETS AND THE BRUTAL ART OF RIPPING, POK- 
ING, AND PRESSING VITAL TARGETS: THE VIDEO 


$49.95 
For retail sales only. 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


% PALADIN BEST-SELLER * 


? WARRIORS: 
? EXPANDED AND UPDATED EDITION 

? More on Living with 

: Courage, Discipline, and Honor 

i The original Warriors 
included contributions 
from 37 of the finest war- 
riors in the world, from 
soldiers, cops and SWAT 
officers to experts in the 
fields of workplace vio- 
lence, theology and school 
safety. This expanded edi- 
tion includes the contribu- 
5 tions from the original 

? warriors plus seven others, including * Kit Cess- 
: na, a retired Delta Force veteran; * | st Sgt. Mark 
i Deutsch, who served in Operations Desert 

? Storm, Provide Comfort and Iraqi Freedom Ill; 

i Mark Mireles, a two-time recipient of the Medal 

? of Valor by the Los Angles Police Department; 
Maj. Matthew Hing, a flight surgeon and Airborne 
? infantry physician who served in Afghanistan; ° 

; Jennifer Fulford, an officer with the Orange 

? County (Florida) Sheriff’s Department, who was 
: shot |0 times in the line of duty. 5'% x 8'/, soft- 

? cover, 452 pp. 
? #WARR2 


(% KINDLE 


EXPANDED EDITION 


More on Living with Courage, 


$35.00 


THE BRUTAL ART OF RIPPING, 
POKING, AND PRESSING 
VITAL TARGETS 

The ripping, poking, pinching and pressing tech- 
niques in this book emphasize quick, vicious deliv- 
ery to the eyes, throat, ears, groin, nerve points 
and other acutely vulnerable targets on the human 
body. The criteria for their inclusion are that they 
must be simple, they must hurt and they must 
work in close-in fighting. 5’ x 8'A, softcover, pho- 
tos, 284 pp. 
#BRUTAL $29.00 


fe | eBOOK 


(% KINDLE 


SURVIVING A SCHOOL SHOOTING 
A Plan of Action for Parents, 
Teachers, and Students 

Most books about school violence focus on anti- 
bullying programs and counseling. In this unique 
guide, former cop Loren Christensen teaches par- 
ents how to work with their children — from ele- 
mentary schoolers to teens — to develop an age- 
appropriate plan of action that includes developing 
an awareness of surroundings and critical thinking 
skills. 5’ x 8'A, softcover, 152 pp. 
#SCHOOL 


(% KINDLE 


$20.00 
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STREET SELF-DEFENSE SYSTEM 
Volume |: Unarmed Techniques and Tactics 
with Mark Hatmaker 

Fighting instructor Mark Hatmaker has earned a reputation for pragmatic, results-oriented training in grappling, boxing and 
mixed martial arts. Now he brings his same hard-core approach to teaching you how to prevail in real-life encounters in Street 
Self-Defense System: Unarmed Techniques and Tactics. 

In this video, Hatmaker shows how to properly identify your body’s natural weapons and how to target the best spots on the 
attacker’s body, making it a virtual encyclopedia of human body weapons and targets. Street Self-Defense System gives you 
the techniques — and confidence — you need to bring down an unarmed attacker with your bare hands. Color, approx. 230 min. 
This title is also available for download as a DVD On Demand. 
#SSDIDVD 3-Disc Set: $49.95 
STREET SELF-DEFENSE SYSTEM 
Volume 2:‘‘X”? Weapon Techniques against Armed Attackers 
with Mark Hatmaker 

In the first volume of his Street Self-Defense System series, fighting instructor Mark Hatmaker shared his hard-core, re- 
sults-oriented techniques and tactics for prevailing in unarmed encounters. Now he brings the same real-life approach to defeat- 
ing an armed assailant in Street Self-Defense System: “X” Weapon Techniques against Armed Attackers. : 

In the second volume, Hatmaker defines the concept of” weapon, where ““X” could mean anything from a situation where both you and your as-_: 
sailant are armed to one in which you are unarmed while your assailant has a weapon that is undrawn so you are unsure exactly what it is right away. 
“X” could also be a movement pattern, and Hatmaker teaches how to build a self-defense system that will allow you to react instantly to a threat,using 
the same moves and combinations with any type of weapon, even during a chaotic situation. In this video, you will see that there are many weapons of: 
opportunity in your environment that, properly identified and employed,can serve you well as defensive weapons. Hatmaker demonstrates 


: how these improvised single-hand or double-hand weapons can be used effectively as slashing, thrusting, cudgel, projectile, flexible or smashing weapons. 

: Street Self-Defense System: “X” Weapon Techniques against Armed Attackers presents an impressive array of moving patterns, combina- 
: tions of movements, cognitive drills, and fluid attacks that can be used to disarm and beat an attacker armed with a weapon. Color, approx. 140 min. This 

i title is also available for download as a DVD On Demand. 


i #SSD2DVD 


: | STREET SELF-DEFENSE SYSTEM: VOL. | AND STREET SELF-DEFENSE SYSTEM: VOL. 2 


: 1 #SSDSETDVD 


STREETE&E 
Evading, Escaping, 
and Other Ways 
to Save Your Ass 
When Things 
Get Ugly 

The person who 
knows how to apply 
hit-and-run tactics, use 
the environment and 
turn his enemies’ 
weaknesses against 
them can survive the 
chaos of being hunted. 
5'2 x 8), softcover, 
illus., 192 pp. 
#EE 


and Chris Pfouts 
Discover how crim- 

inals in America’s large 

cities select their vic- 


i tims and execute their 
i crimes. 52 x 8'/, soft- 
: cover, 308 pp. 

$20.00 : 


#CITY 


( K) KINDLE 


! CHEAP SHOTS, 


: aspects of fighting, 

: attitude and aware- 

: ness that will keep 

: you alive in this mean 
: world.5%x 8, soft- 
: cover, photos, 264 pp. 
i #CS 
$30.00 : 


$25.00 


TVioueey, 
Bi \DERS, | 
PRACT RD 


} VIOLENCE, 


Find out what pro- 


i fessionals who deal 
i with violence daily 

: have learned on the 
i job. 5% x 81%, soft- 
: cover, 344 pp. 
i #VIO 


$35.00 


8 SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


2-Disc Set: $39.95 


$64.95 * : 
For retail sales only. | : 


i TAKING IT TO THE STREET 
? Making Your Martial Art Street Effective 


Most people get overwhelmed in the first 


? critical seconds of a streetfight — don’t let this 

: happen to you. 5'2 x 81, softcover, photos, illus., 
: 328 pp. 

? #TAKING 


$27.00 


: SAFE IN THE STREET 
? How to Recognize and 
: Avoid Violent Street Crime 


SAFE : : : Learn the three stages of an impending 
: INTHE CITY i AMBUSHES, i BLUNDERS, AND ? criminal attack and the appropriate reaction 
; AStreetwise Guide : AND OTHER ; FRACTURED ? to each. Color, approx. 50 min. This title is also 
; to Avoid Being ; LESSONS : JAWS ? available for download as a DVD On Demand. 
: Robbed, Raped, i A Down and i Advanced : #SAFEDVD $19.95 
Ripped Off, : Dirty Book on : Awareness : 
or Run Over : Streetfighting : Techniques F ssssssesssssseceecseccnssssssnnssecceceeeesssssssnsnuesscceseeceeesnsasnnees 
i: by Marc i and Survival i and Street : A PROFESSIONAL’S GUIDETO 
; MacYoung ; Discover the many ; Etiquette : 


: ENDING VIOLENCE QUICKLY 
: How Bouncers, Bodyguards, and Other Se- 
? curity Professionals Handle Ugly Situations 


People who deal with violence on a daily basis 


: know that the best way to avoid being injured is 
: defusing the situation or putting the attacker 

? down fast and hard. Animal shows what has 

i worked for him and other pros. 5'/ x 8'/, soft- 
: cover, illus., 256 pp. 
? #ENDING 


$27.00 


U.S. RETAIL ORDERS 1.800.392.2400 
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MASS ATTACKS 

Real-Life Tactics Against 

Multiple Opponents 

with Lee Morrison 

Facing multiple opponents is 

the worst possible situation to 

find yourself in, and you should 

avoid it if possible. If you pay 

close attention to your sur- 

roundings, rather than tuning 

out to listen to music or re- 

treat into your thoughts, you 

should be able to spot a multi- 
ple assault before it happens. Situational awareness and avoidance is 
the premise on which Lee Morrison, an active combatives instructor 
and the author of Paladin’s best-selling Urban Combatives series, 
has built his system for defending against multiple opponents. For 
Mass Attacks, Morrison draws from his vast experience with mul- 
tiple threats to teach potential victims how to avoid, de-escalate or 
fight against multiple assailants. 

From key principles, pre-threat recognition and physical tactics to 
contact management, possible responses, third-party protection, vari- 
ous scenarios and drills, Morrison stresses the importance of 
employing proactive tactics and preemptive actions when necessary. 
His keys to surviving an attack in which you are outnumbered in- 
clude (1) show that you are a bigger predator than they are; (2) hit 
first, hit hard, and place clinical shots to clinical targets; eliminate 
your opponents one by one, using each as a shield between you and 
the rest. The exception is if you are a victim of a mass attack — when 
you face four or more opponents. In this case, it’s all about protect- 
ing yourself, especially the head and spine, and getting away as quickly 
as you can. Color, approx. |22 min. This title is also available for 
download as a DVD On Demand. 
#MASSDVD 2-Disc Set: $49.95 
Also Available in HD Blu-ray 
Color, approx. 122 min. 

#MASSHDVD 


PUT HIM OUT! 

The Combative Use of 
Improvised Weapons 
with Lee Morrison 

The message of Put Him Out! The Com- 
bative Use of Improvised Weapons is how 
to use the simplest and most effective tools to 
extract yourself from a fight you didn’t want to 
be in the first place. 

Combatives is not recreational self-defense; it 
is counter-violence. In this video, Morrison 
teaches you how to tap into the resource you 
need most in a worst-case scenario: your brain. 
Having the proper mindset is key in any fight. 
Once you have good personal security, an effec- 
tive game plan and a toolbox of finely sharpened skills — then anything you can 
put in your hand will make you more efficient during a fight. 

As a resident of the United Kingdom, where most weapons carry is forbidden, 
Morrison knows theimportance of being able to justify legally whatever defen- 
sive actions you take. According to.Morrison, a legally justifiable improvised 
weapon is anything that you can carry or find in your environment to use. More- 
over, he emphasizes the use of less-lethal alternatives, because unnecessary use 
of force with an improvised weapon can cause serious consequences later. 

From key factors, combatives principles, types of improvised weapons, access 
and deployment to strikes toolbox, the use of your environment as a weapon and 
the deceptive employment of various tools, Put Him Out! shows you how to 
assemble a simple but effective arsenal of tools that can be employed when 
awareness and de-escalation aren’t enough. Color, approx. 155 min. This title is 
also available for download as a DVD On Demand. 
#PUTDVD 2-Disc Set: $49.95 
Also Available in HD Blu-ray 
Color, approx. 155 min. 


#PUTHDVD $59.95 
' SAVE $24.95 WHEN YOU BUY 
| MASS ATTACKS AND PUT HIM OUT! DVD SET ; 
| (DOES NOT APPLY TO BLU-RAY) ' 
| #PUTSETDVD $74.95 | 
: For retail sales only. 4 


: URBAN COMBATIVES, VOLUME | 

: Counter-Knife Tactics 

: with Lee Morrison 

: A streetfight is hostile, unpredictable and 
vicious. In Urban 
Combatives Lee 
Morrison teaches you 
how to remove the 
unpredictability and 


ness yourself. Learn 
how to deal with a 
threat both before the 
knife is out and when 
the knife is in play, as 

: well as how to prevail in holdups and ambushes. 

: Color, approx. 155 min. This title is also available 
: for download as a DVD On Demand. 
: #UCIDVD 


$59.95 


| SAVE $24.90 WHEN YOU BUY 


#UCSETDVD 


U.S. RETAIL ORDERS 1.800.392.2400 


unleash a bit of vicious- : 


: 1 THE 2-VOLUME URBAN COMBATIVES SET 


: URBAN COMBATIVES, VOLUME 2 
: Counter-Grappling Tactics 
: with Lee Morrison 
In Volume Two of the Urban Combatives 
TE EREAD Ge series, Lee Morrison 
reveals real-world tac- 
tics to shut down a 
threat quickly and vio- 
lently ... before it goes 
to the ground. Using 
ballistic manipulation, 
violence and speed, 
Morrison teaches you 
gouging, ripping and 
; biting tactics designed 
: to stop a grappler cold. Color, approx. 70 min. 
i This title is also available for download as a DVD 
On Demand. 
#UC2DVD 


| 
COMBATIVES 
VOLUME 2 


$39.95 


$75.00 
For retail sales only. 


? THE DIRTY DOZEN 


12 Nasty Fighting Techniques 


: for Any Self-Defense Situation 
: by Larry Jordan 


U.S.Army Special : 
Forces veteran Larry Jor- 
dan was given a unique : 
assignment by his com- 
manders — come up with 
a down-and-dirty hand- 
to-hand fighting system 
for his fellow Green 
Berets and U.S.Army 
Rangers. Jordan devised 
a set of 12 techniques 


SELF -DEFEMSE 
STRuTION 
mY aa 


? that were surprisingly simple, shockingly fast 
: and brutally effective. 5'4 x 8'4, softcover, 

: photos, 94 pp. 
: #HDOZEN 


( Pa kinote 


$22.00 : 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


SELF-DEFENSE 


%& PALADIN BEST-SELLERS * 


YOU’RE ALREADY DEAD 
Surprise an Attacker with 
Counterattack Tactics 

é with Joseph Simonet 

Ny The idea for this video came to Joseph Simonet 
— | while he was salmon fishing on Lake Michigan. You 
© might think that this is an incongruous thought for 
such a beautiful place. But, as most of us know, bad 
things do happen in nice places ... even to nice 
guys. While fishing, Simonet and his party were 
confronted by a person he dubbed Johnny Law, who had nothing better to do 
than annoy them with his pompous rantings.As the interloper became more 
and more obnoxious, Simonet fantasized about how easy it would be to take 
out the man with a few decisive moves.“Dude, you’re already dead, and you 
don’t even know it,” Simonet chuckled to himself. 

Realizing how quickly an unprepared person could be taken out if at- 
tacked suddenly, Simonet came up with a series of quick defenses and coun- 
terattacks to use in similar circumstances. What he came up with was the 
supported-elbow frame defense, which is highly effective against a direct 
upper body attack. Since then, Simonet has continuously improved it with 


YOU’RE ALREADY 


modifications prompted by real-life fighting lessons. You’re Already Dead : 


shows how it is not only a perfect cage defense, but also an efficient coun- 
terattack launching system. Color, approx. 68 min. This title is also available 
for download as a DVD On Demand. 
#YADDVD 


ONE AGAINST MANY 
MOSS: Multiple Opponent Survival System 
with Branimir Tudjan 

Most street fights aren’t one-on-one. This for- 


es you the tactics and strategies he used to keep 
himself alive in such encounters. You'll learn bru- 
tal, fight-stopping strikes to stun your attackers 
and allow you to use them as shields, hard-hitting 
drills to develop lightning-fast footwork, how to 

: fight while disoriented and more. Color, approx. 

: 110 min. This title is also available for download as a DVD On Demand. 


REAL FIGHTING 
Adrenaline Stress Conditioning 
through Scenario-Based Training 
by Peyton Quinn 

Learn how to control and channel your adrena- 
line response during a confrontation to avoid the 
fight or pound your opponent into the pavement. 
5' x 8'A, softcover, photos, 192 pp. 


#RF $22.00 


} THE TACTICAL SKILLS OF 
: HAND-TO-HAND COMBAT 
: by Bradley J. Steiner 

: Bradley Steiner's self-defense program is a fusion of World War II close- 

: quarter combat, traditional martial arts and realistic self-defense. 5'/2 x 8'/, 
: softcover, photos, 56 pp. 


: #TSKILLS 

( K) KINDLE 

i SAVE $36.90 WHEN YOU BUY 

: | ALLTHREE VOLUMES OF STREET KRAV MAGA II 

: | #SKM2SETDVD $119.95 
i For retail sales only. 


$29.95 ; 


mer police officer and security professional teach- : 


$15.00 : 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


STREET KRAV MAGA 
Combat Essentials for 
Real-World Self-Defense 
with Branimir Tudjan 

The prevalence of Krav Maga programs taught 
by frauds wearing BDUs has made it very difficult 
for the average person to find authentic training 
in this brutal art used by Israeli Defense Forces 
personnel. Military veteran and former law 
enforcement officer Branimir Tudjan tears away 
the commercialization and hype to reveal the 


KRAV MAGA 


? true Krav Maga: a self-defense program designed to save lives in dangerous 
: situations. Focusing exclusively on street-oriented techniques, Tudjan not 

: only demonstrates the physical aspects of defending yourself, but also 

; teaches you how to be aware of, avoid and de-escalate potential violent 

? encounters. Color, approx. 280 min. This title is also available for download 
H as a DVD On Demand. 
: #SKMDVD 


3-Disc Set: $69.95 


SAVE $29.95 WHEN YOU BUY 


ONE AGAINST MANY AND STREET KRAV MAGA 
#BTSETDVD 


$79.95 } 
For retail sales only. | 


STREET KRAV MAGA II 
Volume |: Gun Threat Survival Tactics 
with Branimir Tudjan 

\ Building on the success of his original Street 

Krav Maga DVD, Branimir Tudjan is back with a 

/ comprehensive approach to surviving encounters 

/ with an assailants armed with firearms, knives, or 

sticks. In Volume I of the Street Krav Maga Il : 
series, Tudjan combines the powerful street fighting : 
concepts he learned from the Israeli combat art of } 
Krav Maga and his vast experience in real-life com- 


Tolune 1. GUN TENT Steve aCTICS 


Branimir Tudjan 


i bat situations to create a unique, no-nonsense street survival regimen 

: designed to incapacitate an assailant armed with a firearm. Gun Threat 
p sic ouem ena iniel ich ibiiLniie iota Cuan Ae ean minaMenteonO i | git a rgasingtezahes Gaul Haw telelend yourselrapamicban‘amied 
: threat, from handguns to assault rifles to hand grenades Color, approx. 190 
: min. This title is also available for download as a DVD On Demand. 

i #SKM2GDVD 


2-Disc Set: $59.95: 


STREET KRAV MAGA II 
Volume 2: Knife Threat Survival Tactics 

with Branimir Tudjan 

In Knife Threat Survival Tactics, military : 
expert and former law enforcement officer Bran- 
imir Tudjan outlines a unique, no-nonsense regi- 
men designed to swiftly incapacitate an assailant: 
armed with a lethal blade. Color, approx. 145 min. : 
This title is also available for download as a DVD 
On Demand. 
#SKM2KDVD 


STREET KRAV MAGA II 
Volume 3: Stick Threat Survival Tactics 
with Branimir Tudjan 

Stick Threat Survival Tactics completes Tud- 
jan’s weapon threat survival tactics training by 
demonstrating how to defend against a stick, bat 
or any other improvised weapon that you may 
face in a street fight. Color, approx. 82 min. This 
title is also available for download as a DVD On 
Demand. 
#SKM2SDVD 


Branimir Tudan : 
2-Disc Set: $49.95 : 


Woluene 9. STICK THRERT SUR TRETICS 


Branimir Tuan 


$39.95 | 


U.S. RETAIL ORDERS 1.800.392.2400 
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(UN)ARMED AND DANGEROUS: 
EMPTY-HAND TACTICS AGAINST THE 
ARMED ATTACKER 
Volume |: Knives, Handguns, 
and Impact Weapons 
Volume 2: Rifles, Shotguns, 
and Long Weapons 
with Master-at-Arms James Keating 
In Volume | Keat- 
ing shows you how his 
system works against 
street attacks with 
knives, impact 
weapons and hand- 
guns. Volume 2 
teaches you how to 
quickly defeat attack- 
ers armed with long 
weapons. Color, 
approx. 150 min. This 
title is also available for download as a DVD On 
: Demand. 
: #UDDVD 


ARMED AND 


Fampty Hand Tactics (sguenst the (rward Vitarker 


2-Disc Set: $29.95 


i STREET COMBAT 

: Willie “The Bam” Johnson’s Guide to 

: Understanding, Avoiding, and Defeating 

: the Street Predator 

: with Willie “The Bam” Johnson 

: A seven-time World 
Champion (and for- 
mer street predator) 
takes you inside the 
frightening world of 
real street attacks and 
teaches you what it 
takes to survive them. 
Includes a free copy of 
Johnson's Street 
Combat Workout, a 
: hard-core cardio pro- 
: gram that enables you to burn practical self- 

: defense movements into muscle memory while 

: whipping yourself into fighting shape. Color, 

: approx. 175 min. This title is also available for 

: download as a DVD On Demand. 

i #STCDVD 3-Disc Set: $29.95 


SIX SECONDS 
OF CONTROLLED 
INSANITY 
Fight-Stopping 
Techniques 
for Real Combat 
with Joseph 
Simonet and Addy 
Hernandez 

From instantly 
3 breaking down your 
: opponent's guard to putting all your explosive 
: energy into your attack, learn to channel your 
: calculated rage and overwhelm your opponent in 
: a matter of seconds. Color, approx. 95 min. This 
: title is also available for download as a DVD On 
: Demand. 
: #SIXDVD 


mh 


Uy. I 


U.S. RETAIL ORDERS 1.800.392.2400 


$49.95 


BLACK MEDICINE | 
The Dark Art of Death 
Detailed illustrations 
pinpoint more than 150 
parts of the body where a 
minimum amount of force 
will produce a maximum 
impact. 5’ x 8'/, softcov- 
er, photos, illus., 94 pp. 
#BMI $20.00 


BLACK : BLACK 
MEDICINE II : MEDICINE III 
Weapons at Hand: Low Blows 


Learn 112 body 
parts that are natural 
weapons, largely 
because they are 
injury-resistant. 5'/2 x 
8'/, softcover, illus., 


: The author's 

: favorite techniques for 
i bringing the body’s 

: natural weapons into 

: contact with an oppo- 
: nent’s vulnerable 


84 pp. areas. 5'/2 x 87/2, soft- 
#BM2 $20.00 + cover, photos, illus., 
: 128 pp. 
(% KINDLE #BM3 $20.00 
: (% KINDLE 
i SAVE $20.00 WHEN 
‘ YOU BUY 


| CINE II, BLACK MEDICINE Il AND 
| BLACK MEDICINE IV 
| #BMSET 


$60.00 


+ EQUAL OR GREATER FORCE 

: A Delta Force Veteran Teaches You 

i How to Survive Crime, Terrorism, 

: Natural Disasters, and Other Calamities 
; by Kit Cessna 


A Delta Force veteran offers a wake-up call 


: for those Americans who expect the govern- : 
: ment, or anyone else, to take care of them in any : 


1 

i 

| 

ie 
| BLACK MEDICINE I, BLACK MEDI- He 

i 

I 

i 

i 


! For retail sales only. | ites 2) 42) 


THE BLACK MEDICINE 
LIBRARY 


BLACK MEDICINE is the study of 


: the vital points of human anatomy for 

: the purpose of disrupting the structure 
! and physiology of the body in the most 
! rapid and decisive manner possible. The 
! information in these four manuals ny N. 
: Mashiro, Ph.D, and the video is useful 

: for martial artists, law enforcement 

: officers, military combatants and any- 
one interested in self-defense. 


BLACK 
MEDICINE IV 
Equalizers 

Equalize your 
chances in an attack 
by mastering the 
shock and intimida- 
tion value of modern 
and improvised 
weaponry. 5'2 x 8'/, 
softcover, photos, 
96 pp. 


#BM4 $20.00 


BLACK 
MEDICINE: 
THE VIDEO 
Vital Targets, 
Maximum 
Punishment 
with Peyton Quinn 
and Mike Haynack 
See which tech- 
niques work best 
against specific targets on the body, how to cre- 
ate an opening for the blow and how to achieve 
enough power to stop an attacker. Color, 
approx. 50 min. This title is also available for 
download as a DVD On Demand. 


MEDICINE 


$19.95 


1,001 STREET 

FIGHTING 

SECRETS 

The Principles of 

Contemporary 

Fighting Arts 

by Sammy Franco 
Topics include 


disaster, natural or man-made. 5 1/2 x 8 1/2, soft- Tecnico training and condi- 

: cover, 146 pp. i tioning for armed and 

: #EOGF $17.00 i unarmed combat, 

i i grappling and ground fighting and stick fighting. 

: ( K) KINDLE : 84x II, softcover, photos, 222 pp. : 

: i #SFS $42.00 : 
 ( K) KINDLE 
: ‘a 

SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com Il 
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\ SURVIVING A BRU WAL Teh 
» RAMPAGE, LEST Ce ten 
) OR SPREE 
Wea = RAMPAGE, OR 
SPREE KILLING 
by Arthur Cohen 


Arthur Cohen, who 
has worked closely with 
various law enforcement 
agencies on school safe- 
ty issues, shows parents, 
: students and school and 
: law enforcement personnel how to formulate a 
: plan of action for staying alive in the first deadly 
: minutes of a rampage. 5'/ x 8'/, softcover, 190 pp. 
; #SPREE $19.95 


( PQ kinote 


Arthur Cohen 


? SAFE AT HOME 

? AThinking Man’s Guide to 

: Home Defense 

: with Louis Awerbuck 

i In this dramatic video, Louis Awerbuck shows 
: you how to handle one of the most frightening 

: scenarios imaginable — a home invasion. Color, 
: approx. 55 min. This title is also available for 

: download as a DVD On Demand. 


: #SHDVD $19.95 


SELF-DEFENSE 


FIGHT LIKE A GIRL 


; BOB KASPER’S 

: INDIVIDUAL CLOSE COMBAT 
: Volume I: Principles and Tactics, 
: Volume 2: Stance and Movement 
: by Bob Kasper; 

: foreword by Kelly McCann 


A student of the late Charles Nelson, Bob 


: Kasper wrote these two volumes of individual 

: close-combat techniques for his students but 

: never published them.The first volume is on prin- 
: ciples and tactics while the second volume con- 

? centrates on stance and movement. By offering 

: these two volumes to the public, Paladin is not 

: only helping to preserve the techniques designed 

: and battle-field-tested by World War Il combatives 
i pioneers, it is also preserving the work of another 
? close-combat legend, Bob Kasper. This book con- 
: tains an exclusive foreword by Kelly McCann, who 
: trained in combatives and knife fighting with 

BSR See aan ere | eae 6 cB) ce cftaaen picked: 18 pp, 

: #ICC 


SAVE $8.50 WHEN YOU BUY 
BOB KASPER’S INDIVIDUAL CLOSE 


OF THE SCORPION (PAGE 77) 
#BKSET $25.50 


For retail sales only. 4 


FOR WOMEN 


A Woman’s Guide to Transforming Cardio 
Kickboxing into Effective Self-Defense 


with Addy Hernandez 


Cardio kickboxing is an excellent method for getting in shape. However, 
there is a tremendous — and potentially deadly — difference between flashy fit- 
ness routines and real self-defense skills. Now, thanks to martial artist, kickbox- 
er and fitness expert Addy Hernandez, you can get the best of both worlds. 

Get the confidence and skills you need by learning to fight like a girl. 
Color, approx. 105 min. This title is also available for download as a DVD 


On Demand. 
#GIRLDVD 


; WOMEN’S STREET COMBAT 
: Predator Defense and Rape Prevention 
: with Kimber Johnson 


FIERCE 
AND FEMALE 
Practical Rape 
Defense Tactics for 
Every Woman 
with Melissa Soalt, : 
aka Dr. Ruthless®  : 
Learn how to 
remain focused and 
unleash a ferocious 
counterattack to 
repel rape-specific pins and assaults. Color, 
approx. 140 min. This title is also available for 
download as a DVD On Demand. : 
#FIERCEDVD 2-Disc Set: $29.95 } 


SAVE $9.95 WHEN YOU BUY 


i 
i} 
i 
| WOMEN’S STREET COMBAT AND 
| FIERCE AND FEMALE 

| FWFSETDVD 

I 

i 
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Kimber Johnson knows from brutal personal 


experience what will and won’t work against a 


rapist, and teaches you 
a series of street-real- 
istic techniques based 
on what real sexual 
predators do to make 
women victims. This 
includes defenses 
against hair-pulling, 
choking and being 
pinned, three of the 
most common attacks 


? women must deal with in a life-or-death struggle. 

: Color, approx. 60 min. This title is also available 

: for download as a DVD On Demand. 
: #WSCDVD 


$29.95 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


$17.00 ; 


: DOWN BUT NOT OUT 

? Streetwise Tactics for Fighting 

? on the Ground 

? with Marc “Animal” MacYoung 


Learn how to avoid going to the ground, fall on 


: any surface without being injured, protect your 
: vital areas while on the ground and get back on 
? your feet. Color, approx. 60 min. This title is also 
? available for download as a DVD On Demand. 
? #DOWNDVD 


$19.95 : 


A BOUNCER’S 
GUIDE TO 
BARROOM 
BRAWLING 
Dealing with the 
Sucker Puncher, 
Streetfighter, and 
Ambusher 
by Peyton Quinn 
A former bouncer 


GUIDE TO 


Dealing with the 
Sucker Puncher, 
Streetfighter, and 
ambusher 


: reveals the psychology, strengths and weakness- 
? es of a sucker puncher; the characteristics of a 
* } real fight and tips for dealing with ambushes. 5'/2 
|} x 814, softcover, photos, illus., 264 pp. 
| | #BOUNCE 
COMBAT AND BOB KASPER’S STING ! : 
1 
1 
1 
1 
1 


$25.00 : 


COMBATIVE THE COMBATIVE 


PERSPECTIVE 
PERSPECTIVE The Thinking Man’s 


Guide to Self-Defense 
by Gabriel Suarez : 
Gabe Suarez focuses on 
developing your knowl- 
edge about, and properly 
organizing your mental 
attitude toward, combat 
to improve your odds of 
winning a fight to the death. 5'/2 x 8'/, softcover, 


$15.00 ; 


ISRAELI SECURITY 
WARRIOR TRAINING 
by Garret Machine 

If you are interested in a career in the security 
field, you owe it to yourself and your future clients 
to learn from the best. And there is no one better at : 
turning out security professionals than someone : 
who has been trained and tested in Israel. 

Garret Machine shares the skills and knowledge 
he learned in the Israel Defense Forces and as a : 
security warrior for the Israeli Ministry of Defense. : 
This manual provides an instructional blueprint for 
urban, tactical and security operations, as well as 
building, equipping and training a security team. 

Israeli training turns out security warriors, not 
security agents. The distinction is in the skill set 
and the mindset of the warriors, a critical differ- 
ence when lives are at stake. 5'4 x 8'/, softcover, 
photos, |82 pp. 
#ISWT 


( PQ KINDLE 


U.S. RETAIL ORDERS 1.800.392.2400 


$22.00 : 


with Nick Hughes 


FRENCH FOREIGN LEGION COMBATIVES 


A former member of the 2nd parachute regiment in the French Foreign Legion, Nick Hughes has built his combatives curriculum on 
his extensive martial arts background, including ju-jitsu, tae kwon do, and zen do kai. During his five years with the Legion, Hughes 
sharpened his skills and learned combatives from some of the toughest instructors on earth. Later on, working in an executive protection 
detail, Hughes perfected his current curriculum in one of the most unique combatives system. The French Foreign Legion Combatives series 


is broken into six phases that reflect how a fight progresses. Most fights begin with punches and kicks. If these aren’t decisive, the next phase is 
usually stand-up grappling. Then, if the fight progresses, someone usually trips or is thrown to the ground and a ground fight ensues. Phase four deals with how 
to fight effectively against multiple opponents. The situation dictates whether phase five — control and restraint — is applicable and how it will be applied (e.g., 
military, police, or civilian). The final phase deals with weapons, including using and defending against bladed weapons, impact weapons and firearms. All titles in 


this series (and the set itself) are available for download as DVDs On Demand. 


PHASE I: STAND-UP FIGHTING 
In Phase I: Stand-Up Fighting, Hughes 
A, provides an in-depth analysis of strikes that 
d > 
-- a. 


nite KUCKES 


they can be used right away. From open-hand 
strikes, punches, powerful kicks, and vicious 


flexes, and stress inoculation, this video an- 
swers one simple question: if you have to go 
to battle tomorrow, what unarmed combat 
techniques can you learn between now and 
then? Color, approx. 150 min. 

FFLCIDVD 2-Disc Set: $39.95 


Nich pudtes 


Also Available in HD Blu-ray 
Color, approx. 150 min. 
#FFLCIHDVD 


PHASE II: ESCAPES FROM HOLDS 

Phase II: Escapes from Holds teaches 
how to get out of both front and rear holds. 
In almost all fights, if the initial phase of 
strikes doesn’t resolve the situation, the par- 
ticipants get chest to chest and start grab- 
bing and holding. In this situation, often called 
“the dance,” the key is to escape as quickly 
as possible. With his escape strikes and tech- 
niques—and with an extensive explanation of 
escaping from the different phases of head- 
locks, chokes, full nelsons, and guillotines— 
Hughes teaches a proven way out of the 
dance. Color, approx. 70 min. 


FFLC2DVD $29.95 } 
— H Also Available in HD Blu-ray 
FOREIGN LEGION F Color, approx. 70 min. 
COMBATIVES #FFLC2HDVD $34.95 


Phase Vi 
j__ SHARES vs. AREED 


PHASE III: GROUND FIGHTING 
Phase III: Ground Fighting emphasizes how dangerous is to get into 
a ground fight and how vital is to get up as quickly as possible so you can 
control the fight from a more advantageous position: on your feet, punching 
and kicking. From defending head kicks and body kicks, arm locks, and es- 
capes from headlocks to pressure testing all techniques through realistic 
drills, this training video shows you how to control a ground fight and get 
back on your feet as soon as possible. Color, approx. 125 min. 
FFLC3DVD 


Also Available in HD Blu-ray 


Color, approx. 125 min. 
#FFLC3HDVD 


U.S. RETAIL ORDERS 1.800.392.2400 


: #FFLC4HDVD 


it 
1 

el 

: | FRENCH FOREIGN LEGION COMBATIVES 8 DVD DISCS 

2-Disc Set: $39.95 : 


$44.95 ; 


: PHASE IV: MULTIPLE OPPONENTS 


In Phase IV: Multiple Opponents, Hughes builds up his curriculum 


2 to defend against two, three, four, and more attackers. Despite the common 
can be perfected in a short amount of time so : 
? we see in this video is a combatives system proven in real-life situations. 
? Hughes’ curriculum includes moving patterns, eliminating tunnel vision, 

slaps to drills addressing target acquisition, re- 
? human limits. Color, approx. 40 min. 


belief that you can’t defend against an attack by multiple opponents, what 


shielding, and following, along with drills for teaching how to fight beyond 


i; FFLC4DVD $19.95 
! Also Available in HD Blu-ray 
? Color, approx. 40 min. 

$24.95 


: PHASE V: CONTROL AND RESTRAINT 


Phase V: Control and Restraint offers a comprehensive examina- 


: tion of control and restraint techniques. Hughes’ module is geared toward 
Deceseceasseranctcedsaumraetrarer nserestecrerenceeteretrt ae t police officers and civilians whe Reeds en eta 

? out injuring themselves or, if possible, the participants in the fight. From 

i takedowns, combat throwing, and arms control to holds, sweeps, and non- 
i violent takedowns, this video addresses everything that will break up a 

i fight, calm agitated combatants, and take control of a violent situation. 


? Color, approx. 70 min. 


? FFLC4DVD $29.95 
i Also Available in HD Blu-ray 

: Color, approx. 70 min. 

i #FFLCSHDVD $34.95 


: PHASE VI: UNARMED VS. ARMED 
: In Phase VI: Unarmed vs. Armed, Hughes presents realistic defenses 


against blades, firearms, and impact weapons. His military combat taught him 


? that every armed attacked needs to be approached with the goal of prevail- 
: ing, not escaping, and he centered his curriculum around that fundamental 

: rule. Starting with avoidance and awareness principles, and continuing with 
: defenses against knife attacks, handgun and rifle disarms, and impact 

i weapons disarms, the techniques presented in this video are simple yet ef- 

i fective and, most important, battle proven. Color, approx. 90 min. 


: FFLCSDVD $34.95 
Also Available in HD Blu-ray 

: Color, approx. 90 min. 

i #FFLC6HDVD $39.95 


SAVE $54.75 WHEN YOU BUY THE SET 


$139.95 
For retail sales only. 


SAVE $74.75 WHEN YOU BUY THE SET 


FRENCH FOREIGN LEGION COMBATIVES 6 BLU-RAY DISCS 
#FFLCSETHDVD $149.95 
For retail sales only. 
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SELF-DEFENSE 


THE DEADLIEST MEN 
The World’s Deadliest 
Combatants throughout the Ages 
by Paul Kirchner 

Fifty of the greatest 
warriors of all time, 
including Alexander the 
Great, Jim Bowie, Nathan 
Bedford Forrest, Geroni- 
mo, Bat Masterson, 
Audie Murphy, Shaka, 
Alvin York and more. 5'2 
x 8'/, softcover, photos, 
illus., 430 pp. 
#DMEN 


The Headliest Men 


$35.00 


MORE OF THE 
DEADLIEST MEN 
WHO EVER LIVED 
by Paul Kirchner 

This collection features 
warriors of such strength, 
skill, courage and ferocity 
that they often turned the 
tide of battle. Each of the 
warriors fought for blood, 
: not sport, with the weapons of individual combat: 
i fist, knife, sword, bow, pistol, rifle and machine gun. 
: They range from Western lawmen to big-city cops, 
: from crusaders to fighter pilots, from a boy shep- 
: herd in Judea to two women ranchers in Kenya. 
: Most of them fought for something beyond sur- 
i vival — a cause, a code, a creed or a country — while 
: others fought solely in defense of their lives. Some 
: of them are well known; others are not so well 
: known, though they deserve to be. 5'/2 x 8'/, soft- 
: cover, photos, 466 pp. 
: #DMEN2 


WHO EVE LIVED 


$42.00 


SAVE $19.05 WHEN YOU BUY 


I 1 
I 1 
I 1 
: | THE DEADLIEST MEN AND MORE OF _} 
: | THE DEADLIEST MEN WHO EVER LIVED } 
:; | #DMENSET $57.95 ! 

} For retail sales only. : 


? STREET STICK COMBAT 

: Stick Takedowns for Hard-Core 

: Self-Defense 

: with W. Hock Hochheim 

i There are always going to be times when the 

i situation, rules of engagement or circumstances 

: dictate that you can’t just clock your opponent in 

: the head with your collapsible baton. It doesn’t 

: mean, however, that you can’t put him on the pave- 
: ment and keep him there until you get to safety. In 
i this hard-hitting video, military veteran, former cop 
} and world renowned self-defense expert W. Hock 

: Hochheim takes decades of street experience, 

: strips away the theory and brings you a stick take- 
: downs program ’you can use as a civilian, law 

i enforcement officer or military professional. Color, 
: approx. 180 min. This title is also available for 

: download as a DVD On Demand. 

i-#SSCDVD 2-Disc Set: $39.95 


FILIPINO DIRTY 
BOXING 
Suntukan Street 
Self-Defense 

| with Guro Tony 

/ Torre 

Steeped in the Fil- 

ipino martial arts of 
arnis and suntukan, 
Guro Tony Torre draws 
on his extensive 


Suntukan Street 
Self-Defense yn, 


Wein Guro Tony THere) 


: knowledge to give you a whole new sense of 

: street fighting and self-defense under extreme cir- 
: cumstances. After acquiring a solid foundation in: 
: positioning, natural combinations, targeting, disrup- 
: tions and striking, you'll move on to mechanics, 

: joint integrity and minimization of energy leaks. 

: Whether your fighting is on the mat or in the 

: streets, Torre’s training methods provide the 

: explosive offensive and defensive tactics needed 

; to overwhelm your opponent and come out vic- 
: torious. This title is also available for download 
? asa DVD On Demand. 
: #FDBDVD 


UP CLOSE AND 

PERSONAL 

A Street-Smart 

Guide to 

Fighting from the 

Clinch 

with Richard Nance 

and David Hallford 
Using principles of 


%& PALADIN BEST-SELLER * 


MARTIAL CANE CONCEPTS 
A Realistic System of 
Walking Stick Self-Defense 
with Michael D. Janich 
' Martial Cane 
Concepts teaches a 
self-defense system 
that is simple, easily 
learned and easily 
applied by those with 
limited physical 
strength, reflexes and 
speed. To round out 
this instruction, Janich 
also includes material 
for people with more 
physical attributes who choose to carry a cane as 
the ultimate PC weapon. Color, approx. 70 min. 
This title is also available for download as a DVD 
On Demand. 


#MCCDVD $39.95 
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2-Disc Set: $29.95 } 


H angle and leverage rather 
: than brute strength, Richard Nance and David 

: Hallford take you through all types of clinches, 

i from the collar-and-elbow tie to the Muay Thai 

i neck clinch, so that whether you initiate the move- 
: ment or find yourself in the clinch, you will prevail. 
: Color, approx. |20 min. This title is also available 

i for download as a DVD On Demand. 
: #UPDVD 


$39.95 | 


: DUELING WITHTHE 
? SWORD AND PISTOL 

:? 400 Years of One-on-One Combat 
? by Paul Kirchner 


Paul Kirchner 
researched memoirs, trial 
transcripts and period 
newspapers to uncover a 
wealth of first-person and 
eyewitness accounts of 
deadly duels, going back 
400 years. 5'2 x 8'/, soft- 
cover, illus., 480 pp. 


#DUEL $35.00 
( K) KINDLE 
a 
EXTREME 
SELF-DEFENSE 


Counterterrorist 
Tactics for the 
Unarmed Civilian 
with Vince Morris 

In a world where 
everyone is vulnerable 
to a terrorist attack, 
you need a self- : 
defense system specifi- i 


? cally designed to defeat armed attackers. Color, 
? approx. 75 min. This title is also available for 

? download as a DVD On Demand. 
: #ESDDVD 


TACTICAL 

BATON 

Street Stick 

Personal Defense 

System 

with Datu 

Kelly S. Worden 
Drawing from his 

mastery of the Filipino 

martial arts, Kelly : 

Worden covers every 


TACTICAL 
BATON 


Street Stick Personal 
Defense System 


; aspect of the tactical baton’s weapon’s use, 


including deployment techniques; striking angles; 
and combination strikes, blocks and deflections. 
Color, approx. 240 min. This title is also available 
for download as a DVD On Demand. : 
#TBDVD 2-Disc Set: $39.95 : 


FIGHT MEDICINE 
&ii 


Diagnosis and 
Treatment of Combat 
Sports Injuries for 
Boxing, Wrestling, and 
Mixed Martial Arts : 
Diagnosis and Treatment by Michael Kelly, D.O. : 
—— The first book that 
explains in detail what 
medical professionals, 
fighters, trainers and man- 
agers need to know about diagnosing and treat- 
ing combat sports injuries. 5’ x 8'/, softcover, 
photos, illus., 288 pp. 
#FMED 


( PQ kinote 


U.S. RETAIL ORDERS 1.800.392.2400 
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‘and Mixed Martial Arts 


NICER HEL 8. 


$32.00 


FIGHTING 

TOWIN 

What to Do 

Before, During, 

and After a Fight 

by Kevin Paulsen 
When someone tells you he can 

teach you a fighting system guaranteed to help you 

win every fight, he is lying to you. Some techniques 

: work better than others, and not everyone has the 

? same coordination, physical strength or mindset to use them effectively. So 

: any guarantee you get from an instructor or trainer about |00-percent suc- 

? cess is worthless. 

: Kevin Paulsen is a former bouncer, security guard and corrections officer, 

? and currently serves in the U.S.Army. He decided to write this book be- 

: cause he didn’t want people to learn a fighting technique guaranteed to 

? work in any scenario and have it fail miserably in a real fight. Everything in 

? this book is practical, factual and combat proven. 


FIGHTING 
TO 
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: pect of fighting: before, during and after. It examines what you can do to 
} recognize the signs of an impending fight and (hopefully) avoid it, improve 
? your odds of surviving if you must fight an armed or unarmed opponent, 
? and deal with the legal and physical repercussions afterward. From the per- 
? son who has never had a fight to the veteran streetfighter, this book con- 
: tains sound advice for everyone who's looking for a more realistic approach 
: to self-defense. 5! x 8'/, softcover, photos, illus., 198 pp. 
? #WIN $16.00 

COMBATIVE KYUSHO 

Pressure Point Knife Techniques 

for Any Gender, Size, or Age 

with Dana Easterling 
| Combative Kyusho, the first one-size-fits-all 
self-defense video that truly works, resulted from 
years of study and research by Dana Easterling into 
the original kyusho-jitsu of Okinawa, military close 
combat and traditional Chinese medicine. The 
beauty of this new training approach is that it pre- 
pares anyone to defend against a knife attack — re- 
gardless of gender, size, strength or age — by targeting the right pressure points. 
Once Easterling has explained the fundamentals of his art, from pressure points 
and the cycle of control to positions and angles of attack, he focuses on the 
ranges of attacks: body contact, close contact, and long range. Color, approx. 88 
min. This title is also available for download as a DVD On Demand. 
#CKDVD 
COMBATIVE KYUSHO II 
Pressure Point Unarmed Techniques 
for Any Gender, Size, or Age 
with Dana Easterling 

For the second volume in his Combative 
Kyusho series, Dana Easterling turns his atten- 
tion to unarmed techniques that work for every- 
one regardless of their gender, size, strength or 
age. Just as he did for knife techniques in volume 
one, in Combative Kyusho II: Pressure 
Point Unarmed Techniques for Any Gen- 
der, Size, or Age, Easterling shows you how to use only your body’s natu- 
ral weapons to target the right pressure points in the most vulnerable parts 
of the body so that you can prevail in a real-life encounter with an armed or 
unarmed assailant. Color, approx. 85 min. This title is also available for 
download as a DVD On Demand. 
#CK2DVD $24.95 


' COMBATIVE KYUSHO II AND COMBATIVE KYUSHO 
#CKSETDVD 


U.S. RETAIL ORDERS 1.800.392.2400 
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TIGER AND SNAKE 
Offensive, Powerful, and 
Fast Combat Sanshou Techniques 
with Wim Demeere 

The author of the Combat Sanshou series, 
master martial scientist Wim Demeere, intro- 
duces a new curriculum into his training pro- 
gram, with different techniques geared 
specifically for heavy or lightweight fighters. 
Tiger and Snake is not a separate system and 
does not refer to the Tiger and Snake styles of 


Demeere 


OFFENSIVE, POWERFUL aNOiESg 
COMBAT SANSHOU TECHNIQUES 


: Chinese martial arts, although there are similarities. This new program con- 
: sists of new material added to enhance and broaden his existing Combat 
: Sanshou curriculum. 


In Tiger and Snake, Demeere shows you how to mix tactics and 


: mindset to maximize results. Tiger techniques develop power and strength, 

? and are geared for big, strong fighters who are capable of powerful offensive i 
? strikes that will overpower an attacker and crush his will to fight. Snake i 
Fighting to Win is for everyone who wants an honest guide to each as- : 
? guys who can channel their mean, vicious mindset to take down vulnerable 
i targets quickly and decisively. Color, approx. | 10 min. This title is also avail- 
: able for download as a DVD On Demand. 
: #TIGERDVD 


techniques promote speed and precision, and are intended for small, fast 


KEEP YOUR PIECE 
: Weapon Retention Tactics for Police and Civilian Shooters 
: with Rich Nance, David Hallford, and Aaron Peachman 


If you’re betting your life on a weapon retention 
plan that asks you to make a series of split-second 
decisions under duress and is dependent on 
remembering a specific counter for a specif- 
ic angle of attack, you could be making a 
fatal mistake. You need instinctive, easily 
remembered techniques that work quickly 
using your natural body mechanics when an 
attacker makes his move. 

In this DVD and workbook set, 

WARTAC founders Rich Nance and David 
Hallford, along with WARTAC (Weapons 
Acquisition & Retention Tactics) instructor 
and SWAT officer Aaron Peachman, show you their universal retention 
techniques designed to safeguard the gun in your hand, the gun in your - 
holster or the gun on your shoulder. They teach using a commonality of : 
techniques, ensuring that you will be able to instinctively and effectively pro- : 
tect your firearm under any circumstance. : 

Whether you're a police officer carrying a firearm on the job or a legally 
armed civilian carrying one for personal protection, you need to learn this 
rock-solid retention system. (DVD: color, approx. 107 min. This title is also 
available for download as a DVD On Demand; workbook: 8 1/2 x II, spiral 
bound, photos, 62 pp. DVD and workbook not sold separately.) 
#KYPDVD 


fe | eBOOK 


te Work pok 


$29.95 ; 


FIREARM ACQUISITION TACTICS 
with Rich Nance and David Hallford 
In this instructional DVD from WARTAC, SWAT team member Rich 
Nance and practical self-defense instructor David Hallford teach you a 
weapon acquisition system that really works in the chaos of real-life street 
assaults. Color, approx. 50 min. This title is also available for download as a 
DVD On Demand. 


#FATDVD $29.95; 


' KEEP YOUR PIECE AND FIREARM ACQUISITION TACTICS 
' HWARTACSETDVD $48.95 
' For retail sales only. 
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SURVIVAL & SELF-RELIANCE 


BARE-HANDED SURVIVAL SHELTERS 


by Fred Demara 


was proven to work with the resources they had. 


; Shelters built with the tried-and-true techniques and materials of 
: Native Americans — and even those who came before them on this continent — still work. In 
: Bare-Handed Survival Shelters, author Fred Demara, author of Eating on the Run and 

? Survival Guide to Edible Insects, teaches what has been proven to work for improvised 

: shelters because learning by trial and error is too costly in a survival scenario. Building 

? emergency shelters starts with knowing what can be done and then learning the expedient 
} way to do it. Odds are in your favor that these largely forgotten techniques will get you 

i through, even if you start bare-handed, regardless of whether you need to survive for a few 
? hours, overnight or an extended period. Demara shows you how to make tools from what- 
? ever is available, select the proper site for your shelter and match the type of shelter you 


? need to the terrain, climate and native materials. 


The simplicity of these ancient construction methods illustrates the most essential sur- 
: vival lesson of all: the importance of knowing you can do it, deciding that you will do it and 


? then getting on with it. 5'4 x 8', soft cover, photos, illus., 64 pp. 
? #BHSS 


EMERGENCY AIR 


by FJ. Bohan 


for Shelterin-Place 


Tried-and-True Techniques for Emergency Shelter 


Native Americans and aboriginal people everywhere survived, and 
often thrived, because of their wealth of common sense and back- 
bone. Being a Neolithic man in North America or elsewhere could 
be a hardscrabble proposition, with no room for the weak and scant 
tolerance for doing things that did not work. Generation after gener- 
ation was taught how to do things the old way because the old way 


$9.00 


For Shelter-in-Place Preppers and Home-Built Bunkers 


From the author of Living on the Edge and Barbed Wire, Barricades, and Bunkers comes a new information-packed guidebook 
for today’s survivalists, Emergency Air: For Shelter-in-Place Preppers and Home-Built Bunkers. This new book offers a breath of 
fresh air on a subject about which very little information is currently available. 

It won’t matter how well you plan or how much food, water and other gear you have stored and waiting for your neighborhood 


Prappers and to become a nuclear fallout zone. Without breathable air, you will die! Leaving it for others to compile the lists of bullets, beans and 


Home-Built Bunkers 


Band-Aids in their disaster-relief books, FJ. Bohan details how to safely ventilate an underground bunker or shelter-in-place room, 
sealed with duct tape and plastic sheeting, so you can escape the airborne particulate threats of anthrax, nuclear fallout, dirty bombs, 


biological and pandemic agents, or other airborne hazards. This book educates you about all the variables involved in providing fresh 
air to your shelter before the need arises, including passive and active ventilation, air pumps, plumbing the bunker, air filters and gas masks. 
After studying Emergency Air, you can breathe easier knowing you have done all you can to ensure your family’s emergency air supply during a chemical, 
biological, radiological or nuclear emergency. 5/2 x 8'/, softcover, photos, |26 pp. 


#EMAIR 


$10.00 
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BARBED WIRE, BARRICADES, & BUNKERS 
The Free Citizen’s Guide to 
Fortifying the Home Retreat 
by FJ. Bohan 

In this indispensable guide to readying your home re- 
treat for any scenario, you will learn how to take 
proven designs for fortified structures and adapt them 
to your personal defense plan. FJ. Bohan takes you 
through the wide array of possible fortifications — in- 


cluding barbed-wire fences and entanglements, concrete 


posts and barriers, and simple but effective sandbags — 

that will enable you to determine the best course of action for your needs. 

Bohan details everything from the tried-and-true methods of cover used 
since the trenches of World War | to more modern methods such as the stout 
Jersey barrier. You'll see how to build bunkers and shelters using what's available 
to you, from logs to buried shipping containers or concrete sewer pipes. 

Whether you're planning to protect your family’s home from armed 
insurgents during a time of unrest or designing a last-stand bunker complete 
with a system of trenches, tunnels and manned fighting positions, Bohan’s as- 
sessment of what’s possible, practical and affordable will put you on the right 
path to a safe and free future. 5'/2 x 8'/, softcover, photos, |58 pp. 
#BWBB 
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LIVING ON THE EDGE 
A Family’s Journey to Self-Sufficiency 
by F.J. Bohan 

When it comes to survival, one size definitely 
does not fit all. That’s exactly what author F. J. Bohan 
discovered when he and his family set out on a quest 
for self-sufficiency. Living on the Edge describes 
why Bohan and his wife made the decision to pull 
their four sons from public school in the East and set 
off in a converted school bus to the American South- 
west. On a very limited budget, the Bohans began 


their new life in a tent pitched in public campgrounds. As soon as they 
: could, they purchased remote ranchland, on which they constructed a rustic 
: cabin that grew as they could afford to add on. 


On their journey, the Bohans learned a lot about living off the land and 


: off the grid ...and often on the edge. If you have ever thought of living off 
: the grid or simply becoming more self-sufficient, discover how one Ameri- 
: can family successfully did it. 5! x 8'4, softcover, photos, illus., 164 pp. 

: #LOE 


$16.00 


U.S. RETAIL ORDERS 1.800.392.2400 
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? THE MODERN 

? SURVIVAL 

: RETREAT 

? A New andVital 

: Approach to 

: Retreat Theory 

: and Practice 

: Updated retreating 
: strategies for today’s 


i realities, including how : 


: to recognize “trip 

: wire” events that tell 
i you when to retreat. 
: 5” x 8%, softcover, 
: photos, 120 pp. 
i #MSR 


? LIVE OFF THE 

? LAND INTHE 

? CITYAND 

: COUNTRY 

: A gold mine of 
Native American lore 

: about curing hides, 

: preserving meats and 

i vegetables, foraging and 

trapping, and more. 5'/2 

i x 8!/, softcover, pho- 

? tos, illus.,270 pp. 

: #LIVEOFF $30.00 


#WECSET 


U.S. RETAIL ORDERS 1.800.392.2400 


: THE 


: tions of survival nurs- 


$16.00 ; 


EATING CHEAP 


? you during the eco- 

? nomic hard times, you 
? can get dozens of 

? tricks and sources for 
: free or inexpensive 

? food.5'2x 8'/, soft- 


i #EAT 
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SAVE $11.50 WHEN YOU BUY 


EATING CHEAP AND THE WILD AND 
FREE COOKBOOK (PAGE 6) 


ae rive VAs 
NURSE 


SURVIVAL 

NURSE 

Running an 

Emergency 

Nursing Station 
Learn about the 

“big five” considera- 


ing, the must-have 
supplies to keep in 
stock and how to 
obtain them. 5'2 x 
8'A, softcover, photos, 
160 pp. 
#NURSE 


ARGMAR BENSON 


$21.00 


Just in time to help 


: ? #SNRA 
? cover, 128 pp. i 
$15.00 : 


| SURVIVAL 


RETREA 


: STARTING A NEW 

; LIFE INRURAL AMERICA 

: 21 Things You Need to Know 

i Before You Make Your Move 

Find out before you move what you need to 

? know about life in rural areas to make your transi- 
: tion smoother. 5'/ x 8'/, softcover, photos, 194 pp. 
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$33.50 ! : 
For retail sales only. ' : 


DO-IT-YOURSELF MEDICINE 
How to Find and Use the Most Effective 
Antibiotics, Painkillers, Anesthetics, and 
Other Miracle Drugs ...Without Costly 
Doctors’ Prescriptions or Hospitals 

This updated companion to Survivalist’s 
Medicine Chest tells how to secure and admin- 


ister antibiotics, painkillers 


and other drugs — as well 
as needles, IV kits and 
splints — from veterinary 
centers, foreign pharma- 
cies and other sources. 
5'/ x 8'/, softcover, pho- 
tos, illus., 126 pp. 
#DOITMED 


re| eBOOK 


SURVIVAL 
POACHING 

The information in this 
book, known only to one 
Indian tribe and a few old- 
timers, teaches you how 
to get your quarry any 
time you go hunting or 


fishing. 5’ x 8'/, softcov- 
er, illus., 266 pp. 
#POACH 


$29.95 


$20.00 
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THE SURVIVAL 
RETREAT 
A Total Plan for 
Retreat Defense 
Classics techniques for 
hardening your city or 
country refuge against 
any peril. 5'2 x 8'/, soft- 
cover, photos, |30 pp. 
#RETREAT 
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SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


$22.00 : 


$18.00 | 


RAGNAR BENSON ON SURVIVAL 
*& PALADIN BEST-SELLERS * 


: SURVIVALIST’S MEDICINE CHEST 


Ragnar’s hand- 
book for doctoring 
humans with readi- 
ly obtainable, 
cheaply priced vet- 
erinary medicines. 
In many cases, vet 
medicines are 


SURVIVALIST'S 
MEDICINE CHEST 


+) 


RAGNAR BENSON 


: identical to those used on humans — and they 
: cost much less. 4'/ x 5'/, softcover, 29 photos, 


$16.00 


| DO-IT-YOURSELF MEDICINE AND 
: | SURVIVALIST’S MEDICINE CHEST 

; | #DOITMEDSET 

pa 

: ot 


RAGNAR’S 

URBAN SURVIVAL 

A Hard-Times Guide to 

Staying Alive in the City 
America’s leading sur- 

vival author tells urban 

dwellers how to find 

water, trap and butcher 

game, preserve food, and 

barter for necessities. 5'/2 


AN 
SURVIVAL 


A Hand-Times Guide to 


Ragnar Benson 


x 8', softcover, photos, illus., 200 pp. 
: #URBAN 


(% KINDLE 


: THE TEN BEST TRAPS 
: Anda Few Others 
: That Are Damn Good, Too 


$25.00 


With these 10 little-known traps, you'll nab 


: every imaginable fish, fowl and beast, including 
: the craftiest of all — man. 5'4 x 8'/, softcover, 
: photos, illus., 132 pp. 
i #TRAPS 


$22.00 


MANTRAPPING 
Based on Ragnar’s 
mantrapping experiences i 
while on assignments in? 
Asia, Africa, North and 
South America, and 
Cuba. 51/2 x 81/2, softcov- 
er, illus., 88 pp. 
#MTRAP 
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$20.00 : 
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U.S. ARMY SPECIAL 
FORCES MEDICAL 
HANDBOOK 
by Glen K. Craig 
This quick-reference is 
packed with the diagnostic 
and treatment info you need 
to stay alive and well when 
professional medical care is 
unavailable. Learn about dis- 
ease diagnosis and treat- 
ment, drugs and dosages, emergency paramedical 
skills and preventive medicine.Also covers wartime 
emergencies (burn and blast injuries; NBC warfare; 
and emergency surgery), primitive and veterinary 
medicine, obstetrics and more. 4'2 x 7'/s, softcover, 
illus., 608 pp. 
#SFM2 


DITCH MEDICINE 
Advanced Field 
Procedures for 
Emergencies 
by Hugh L. Coffee 
Through graphic photos, 
illustrations and case stud- 
ies, Hugh Coffee provides 
step-by-step instructions 
for small wound repair, 
infected wounds, decom- 
pression and drainage of the chest, IV therapy, 
emergency airway procedures, anaphylactic shock, 
pain control, amputations, burns and much more. 
5'A x 8'/, softcover, photos, illus., 224 pp. 
#MED2 
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: DITCH MEDICINE: THE VIDEO SERIES 

? Volume |: Emergency Intravenous Therapy 
: with Hugh L. Coffee 

: Hugh Coffee explains in layman’s terms the 

: critical role that IV therapy plays in emergency 

: medicine and teaches every detail of selecting, 

i administering and troubleshooting IVs. Color, 

: approx. Color, approx. 80 min. This title is also 

? available for download as a DVD On Demand. 

: #MEDDVD $39.95 


MEDICINE 


nced Field 


$27.00 


DITCH MEDICINE AND 


#MEDSETDVD $50.00 


For retail sales only. 


i i 

I 1 

I 1 
om a 
: ot 1: 
: ' DITCH MEDICINE: THE VIDEO SERIES! : 

I 1 

I 1 


1 1 
I 1 
TOUGHTIMES SURVIVAL GUIDE: VOL- 
: | UME! AND TOUGHTIMES SURVIVAL | 
; | GUIDE: VOLUME 2 ; 
: | #TTIMESSET $37.50 ! 

} For retail sales only. ! 
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TACTICAL MEDICINE 
An Introduction to Law 
Enforcement Emergency Care 
by lan McDevitt 

Packed with invaluable information and 
insights from a veteran tactical medic: the three 
stages of tactical medicine, the vital priorities of 
administering care under fire, the realities of 
triage and more. 5'/ x 8'/, softcover, photos, 
106 pp. 


#T™M $18.00 


: COMBAT FIRST AID 

? A Citizen’s Guide to 

: Treating Battlefield Injury 

? with Garret Machine 

: Former Israeli spe- 
cial forces medic Gar- 
ret Machine teaches 
you the lifesaving skills: 
he learned on some of } 
the world’s most dan- 
gerous battlefields. He 
begins by putting 
together a basic first 
aid kit and then goes 


A Citizen's Guide to 
Treating Battlefield Injury 


THE ULTIMATE GUIDE TO SURVIVING 
A ZOMBIE APOCALYPSE 
by F. Kim O’Neill 

Most people are unprepared to face a basic sur- 
vival situation, let alone a zombie uprising. What 
happens when all of the trappings of civilization 
are ruthlessly stripped away? The law of the land 
becomes the law of the jungle. When you throw in 
the extra difficulty of defending against hordes of 
ravenous zombies, it will be a miracle if most peo- 
ple survive overnight, let alone a month or a year. 
That’s where this book comes in.What will see 
you through a zombie apocalypse is not only the 
knowledge of how to survive but also the confi- 


dence such knowledge brings. Reading this book is : 


a no-brainer. 8’ x ||, softcover, illus., 100 pp. 
#ZOM 


THE WILD AND FREE COOKBOOK 
with a Special Roadkill Section 
by Tom Squier 

Why pay top dollar for grocery store food 
when you can dine at no cost by foraging and 
hunting? 7'4 x | 1'4, softcover, illus., 306 pp. 
#WEC 


TOUGH TIMES SURVIVAL GUIDE, VOLUMES | AND 2 

Paladin Authors Share Their Secrets for Making Do, 

Finding Work, Staying Safe, and Becoming More Self-Reliant 
Tough Times Survival Guide, Volumes | and 2 contain a collection of 

offbeat, unusual essays on economic survival and self-reliance from a broad 

spectrum of Paladin authors, from such old favorites as Ragnar Benson, 

Claire Wolfe and Bruce Clayton to a host of new voices who approach self- 

sufficiency from surprising angles. The two volumes provide more than 50 

chapters with advice, instructions and stories on making money in creative 

ways, saving money whenever you can, and being more self-sufficient. 


Volume | 


* Secrets of Haggling 


: VOLUME | 
i 8'4 x II, photos, illus., softcover, 172 pp. 
: #TTIMES 


( K) KINDLE 


$25.00 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


$16.00 : 


* The Fine Art of Gleaning Food 
* What to Do Before You're Fired 


* Free Fuel for Cold Times 


: into how each one is 
? used, from bandages to tourniquets to airway : 
: devices. Using a step-by-step schematic of assess- 
? ment and treatment, he prepares you for the : 
: kinds of medical contingencies you're most likely 
? to encounter in the field. Color, approx. 120 min. 
i This title is also available for download as a DVD 
? On Demand. 


: #CFADVD $29.95 } 


SECRETS OF 
seeesscretsef | STREET SURVIVAL— 
ISRAELI ISRAELI STYLE 


STYLE Staying Alive ina 
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Staying Alive In a Civilian War Zone 
Civilian War Zone 
by Eugene Sockut 
and personal anecdotes 
throughout, this book 
reveals the secrets the 
: years of prevailing in hostile territory. 5'/2 x 8'A, 
: softcover, photos, illus., 400 pp. 
: #SSSI 


os Weaving case studies 
all 
Eugene Sochut 
Israelis have gleaned from 
: ( K) KINDLE 
: Na 


$37.00 


$30.00 } 


Volume 2 

* Hard-Times Transportation 

* The Survivalist’s Medical Kit 

* Stockpiling and Caching Ammo 
¢ Use PayPal for Privacy 


: VOLUME 2 
i 8'2 x I 1, photos, illus., softcover, 158 pp. 
: #TTIMES2 
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$25.00 : 


U.S. RETAIL ORDERS 1.800.392.2400 


SURVIVAL & SELF-RELIANCE 


SURVIVAL END GAME 
The 2Ist-Century Solution 
by Ragnar Benson 


Long-time readers of Ragnar Benson know that he has made a life’s work of observing and writing about survival in numerous countries 
and societies around the world, up close and dirty. He has covered everything from mud-hut survival in Kenya, Somalia and Burma to gritty 
urban survival in Beirut, Havana and Cairo. Ragnar has also lived as a survivor for more than 50 years at his rural U.S. home. In his first sur- 


vival book in more than a decade, Ragnar 


¢ Assesses the current economic situation in the United States 


* Compares it to what is currently happening in Greece, Spain and other distressed European nations 


SURVIVAL 
END GAME 


Vit 
\ > ‘eecune 
™ BROKE 


“— IN DEBT 
—_ BANKRUPT 


* Analyzes what has and hasn’t worked in past and current economic meltdowns 
¢ Offers solid indicators to predict not only what lies ahead but also when the events will occur 


According to Ragnar, the chief difference between the looming economic crisis and those of the past is its duration. Whereas in the past, emergency 
preparations were often for weeks or months, today’s preppers must make plans for years — anywhere from four to six years, Ragnar estimates. That 
involves a lot of food, water, energy, cash, security measures and other survival necessities, at a time when normal resupply sources are uncertain at best or 
cut off entirely in worst-case scenarios. 

How do you revamp your survival end game plan from weeks or months to years? Ragnar offers 2|st-century solutions so survivors can begin their 
efforts now while there is still time. 5'/2 x 8'/, softcover, 122 pp. 
#SEG 


SELF-RELIANCE DURING NATURAL 
DISASTERS AND CIVIL UNREST 
Revised and Updated 
by George R. Bradford 

When a disaster or civil disturbance occurs, 
firefighters, police officers and paramedics quickly 
become overburdened with requests to handle 
simple emergencies — emergencies that every 
one of us should be able to handle as they occur. 
: This revised and updated edition of the classic 
: original book will give you the knowledge to handle nine types of crises 
: that typically follow a disaster and motivate you to assist your family and 
: neighbors should a large-scale catastrophe strike your community. 
: Just a few of the specific skills you will learn include how to rescue peo- 
: ple from building rubble and wrecked vehicles using only common tools, 
: fight fires with an ordinary garden hose, shut off gas and electricity quickly 
: and safely, set up emergency sanitation systems, seek refuge from an out-of- 
: control fire, make contact with family and friends when standard communi- 
: cations are disrupted, and much more. 8'4 x I 1, softcover, photos and illus., 
: 214 pp. 
: #SRD2 


$28.00 


LIVING SAFELY IN DANGEROUS TIMES 
Defending Yourself and Your 

Family Against Terrorism 

with Kelly McCann 

On September | 1, 2001, life in America 

changed forever. People who had never even con- 
sidered being the target of a terrorist attack were 
suddenly confornted with a bewildering list of 
concerns, from how to open their mail safely to 
how to thwart an aircraft hijacking. Unfortunately, 
there were no ready answers to these questions 

: — until now. Kelly McCann is one of the country’s foremost experts on per- 

i sonal and corporate security, unarmed combat, and antiterrorist tactics and 

: has provided security training for audiences ranging from elite U.S. countert- 
: errorist unites to Fortune 500 executives. In this one-of-a-kind video, 

: McCann teaches you proven strategies to keep yourself safe from a terrorist 
: threat, including how to handle and open your mail safely, evaluate airline 

i security, recognize and report suspicious behavior, stay safe in crowds and 

: public places, survive direct attacks and fight in confined spaces such as air- 

: planes and buses. This video is the most definitive answer to the questions 

i everyone is asking. For information purposes only. Color, approx. 90 min. 

: This title is also available for download as a DVD On Demand. 


: #LSDDVD $39.95 


U.S. RETAIL ORDERS 1.800.392.2400 


$15.00 
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31 DAYS TO SURVIVAL 
A Complete Plan to Emergency Preparedness 
by M.D. Creekmore 

People are born with the innate desire to survive, 
but, sadly, many in our increasingly dependent soci- 
ety look to others for relief and assistance following 
a disaster. The fact is that help from government, 
family or neighbors is often unavailable when 
needed most, and in the end you may have only 
yourself to count on. Do you know what to do and 
how to do it if disaster strikes? 

If not, 31 Days to Survival by M.D. Creekmore (author of Dirt-Cheap 
Survival Retreat) will help you prepare to survive both short- and long- 
term disasters. Each day contains a specific task for you to do. This daily, 
step-by-step approach is designed not only to teach you practical survival 
skills, but also to ensure that you complete the vital tasks by the end of a 
31-day period, thus increasing your survival skills and your readiness to sur- 
vive a disaster. By the end of the 31 days you will have survival skills and 
knowledge that will last a lifetime! 5'2 x 8'/, softcover, photos, | 58 pp. 

#31D 


Days to 
_ Survival 
| 


M.D. Creekmore 


DIRT-CHEAP SURVIVAL RETREAT 
One Man’s Solution 
by M.D. Creekmore 
The standard survival retreat advice has always 
been to find a remote place in Idaho or Montana, 
with at least 20 acres, a 2,000-square-foot log cabin, 
pastureland and a stream running through the prop- 
erty. M.D. Creekmore’s motivation for finding a low- 
cost retreat was the need to live on a lot less money 
after he lost his job and got divorced. He started liv- 
ing in a travel trailer, parked on two acres he’d 
bought a few years back to use as a campsite and bug-out location, never 
dreaming he'd be living there full time. But he has called his trailer home for 
the past four years and says that “for the first time in my life, I’m actually 
content.” 

Living off the grid in a travel trailer isn’t for everyone. But if you are look- 
ing for a way to own a debt-free home, here’s the author’s dirt-cheap plan 
for making that happen. 5'/2 x 8'/, softcover, photos, 88 pp. 
#DCSR 
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$15.00 
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SHOESTRING SURVIVALISM 
How to Prepare for Bad Times on a Budget 
by Andy James 
Shoestring Survivalism 
is a budget-minded blue- 
print for preparing for 
tough times. Self-reliance 
veteran Andy James shows 
you dozens of shoestring 
survival methods that cost 
little or nothing yet will 
tremendously advance your 
preparedness for any sort 
of large-scale emergency 
from natural disasters to societal eruptions. With 
the author's handy tips for low-key, low-budget 
survival, you will learn how to take 21 simple, 
low-cost steps that will drastically improve your 
chances of surviving any disaster; locate the best 
sources for essential supplies; and determine 
whether to stay at your home or bug out during 
an emergency. 51/2 x 8'A, softcover, photos, 198 pp. 
#SHOE 


TAPPAN ON 
SURVIVAL 
by Mel Tappan; new 
foreword by Bruce Clayton 
Mel Tappan was the god- 
father of the modern pre- 
paredness movement, and 
this classic book is an indis- 
pensable resource for 
today’s citizens. 5'2 x 8'A, 
softcover, photos, 218 pp. 
#TOS $25.00 


; WILDERNESS EVASION 

: A Guide to Hiding Out and 

: Eluding Pursuit in Remote Areas 

: by Michael Chesbro 

: You don’t have to be “on the run” to benefit 

: from this unique survival book: it includes skills 

? you can use every day.Whether you're heading 

i into the woods for evasion or recreation, this 

: manual will teach you about survival medicine, 

i caching, communications, food and water pro- 

: curement and storage, counter/anti-tracking and 

: the psychological aspects of being alone in the 

: back country. 5/4 x 8'A, softcover, photos, 168 pp. 
: #WE $20.00 


: HOW TO BURY YOUR GOODS 

: The Complete Manual of 

: Long-Term Underground Storage 

: by Eddie the Wire 

i This is a hard-core book for hard-core individ- 
: uals who don’t trust banks, or anybody else for 

: that matter, when it comes to their valuables. 5'/2 
: x 8/4, softcover, illus., 72 pp. 


#BURY2 $8.00 
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: LIFEAFTER 


SURVIVAL i 

A Manual ; DOOMSDAY 
That Could : by Bruce D. Clayton, 
Save Your Life : Ph.D. 

by Chris and Gretchen: One of the most 
Janowsky : comprehensive stud- 


An experienced i ies ever compiled on 
Alaskan wilderness : survivalism, Life After 
guide teaches you about : Doomsday is an 
the “magic fire,” impro- : excellent reference on 
vised survival tools, i surviving any disaster, 
wilderness medicine, i from hurricanes to 
universal signals, and : terrorist attacks. 82 x 
more. 5'4 x 8'/, soft- : 11, softcover, illus., 
cover, illus., 204 pp. : 200 pp. 
#SURVIVAL $20.00: #DOOM 
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MARITIME TERROR: 
REVISED AND UPDATED 
Protecting Yourself, Your Vessel, 
and Your Crew against Piracy 
by Jim Gray, Mark Monday, 
and Gary Stubblefield 

This updated edition of Maritime Terror is 
designed to help modern seamen — from com- 
mercial ship captains to yacht owners — formu- 
late a comprehensive maritime security plan to 
ensure the safety of vessel and crew. It offers 


$32.00 


; sound advice on how to recognize and defend 
i against a broad range of threats — from stow- 
i aways to terrorist suicide attackers. Drawing 

: on decades of naval and SEAL team training 

: and professional experience, the authors pro- 
: vide guidance on detecting, deterring and, if 

i necessary, destroying maritime attackers. 5'/2 x 
: 8A, softcover, photos, illus., 104 pp. 
: #TIME2 


BUILDING A LOG 
CABIN RETREAT 
A Do-It-Yourself 
Guide 
by Michael Mulligan 
This step-by-step guide 
shows you how to build a 
log cabin from the ground 
up. It also tells how to pro- 
vide sewage, heating, cook- 
ing, lighting, power and 


refrigeration without using public utilities. 5/2 x 
: 8'A, softcover, illus., 92 pp. 
i #LOG 


: ( K) KINDLE 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


$15.00 


: HAD VANCED 
i : RUNNING, 
: : HIDING, 
; : SURVIVING 
: : AND 


i FUGITIVE 

: How to Run, Hide, 
? and Survive 

? by Kenn Abaygo 


: you safely through any : 
? terrain. 5’ x 8%, soft- : 


$10.00 ; 
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THE TRAPPER’S BIBLE 
Traps, Snares, and Pathguards 
by Dale Martin 
Meat in freezer and 

ela iy money in the bank. Trap- 
ping can be a rewarding 
and lucrative hobby. The 
traps, snares and path- 
guards here can be easily 
constructed out of the 
most basic materials. 
Includes information on 
pest snares, large animal 
snares and transplant 
traps. 5'2 x 8'/, softcover, 
illus., 72 pp. 
#BIBLE 
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Sill Sill 


Traps, Snares, 
and Pathguards 


Date Martin 


$18.00 


THRIVING 
yy FOREVER 


: ADVANCED 

; FUGITIVE 

: Running, Hiding, 
: Surviving, and 

: Thriving Forever 
: by Kenn Abaygo 

Advanced tech- 


This book will guide 


? cover, 88 pp. : niques for evading in 

? #FUG $16.00 ; anyterrain. 5x8, : 
: ~_ softcover, photos, illus., : 
: (B) Book ! 144 pp. 


i #ADVFUG $20.00 } 


EMERGENCY 
DENTISTRY 
HANDBOOK 
Providing Dental Care 
in Disaster Areas, 
Combat Zones, 
and Other Austere 
Environments 
by Met Clark, EMT-P 
This is a field guide to 
providing dental care in 


i challenging locales, where you need to save a 

? tooth, manage pain and prevent the spread of 

? infection. Paramedic Met Clark has devoted his 

: professional career to providing medical care in 

: austere and remote environments. 5/2 x 8'/2, soft- 
? cover, photos and illus., 80 pp. 
? #EDH 
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WHEN THE GRID 
GOES DOWN 
Diaster Preparations and Survival Gear for 
Making Your Home Self-Reliant 
by Tony Nester 

Disasters.come and go each year. It is through 
developing.a self-reliant mindset, having essential sur- 
vival gear and a-handful of critical skills, that youand 
your family will be able to prevail in an urban crisis. 
Jammed with field-tested information from real- 
world applications, When the Grid Goes Down by 
survival instructor Tony Nester covers how to prepare for both short-term 
survival, ranging from 24-72 hours, and long-term situations, resulting from 
a grid-down emergency or pandemic. This invaluable guide will show you 
how to make your home and lifestyle more self-sufficient and the critical 
gear needed along the way. Topics include: 


Identifying the six key areas for creating a self-reliant home 

¢ Storing and purifying water 

¢ Locating alternative water sources at home 

¢ Creating a water map for your region 

* Stocking up on the three essential food types 

* Designing an off-grid-medical kit 

* Implementing home security and personal-defense measures 
Safeguarding the exterior and interior of your home 

+ Ensuring heating, cooling and lighting when the power goes out 
Employing alternative sanitation and hygiene methods 


5! x 8'/2, softcover, photos, 86 pp. 
#WGGD 


(% KINDLE 


THIS SERIES GIVES EVERYONE ACCESS 
TO CRUCIBLE’S BEST INSTRUCTORS 


CRUCIBLE ALL-ACCESS TRAINING 
Volume 5: Tactical Combat Casualty Care 
with John Duncan 

On the battlefield, the fate of the injured often 
rests in the hands of the first responder. The im- 
portance of knowing what to do, how to do it 
and when to do it cannot be overstated. In Vol- 
ume 5 of the Crucible All-Access Training se- 
ries, Crucible’s John Duncan teaches the basic 
guidelines, methods and principles of tactical 
combat casualty care. 

Using battle-tested training methods and state-of-the-art equipment, Duncan’s 
instruction includes packing wounds, treating sucking chest wounds, clearing air- 
ways and applying tourniquets properly. This video 
demonstrates the best possible combination of 
good medicine and good tactics. 

Combat casualty care is critical not only for 
the survival of the wounded, but also for the sur- 
vival of the other team members and the overall 
success of the mission. Be prepared for medical 
emergencies with the real-world, hands-on in- 
struction found in Tactical Combat Casualty 
Care. Color, approx. 80 min. This title is also 
available for download as a DVD On Demand. 

#TCCDVD $29.95 


{LL- ACCESS TRAINING 


JOHN DUNCAN 


THE ENTIRE 5-VOLUMECRUCIBLE ALL-ACCESS TRAINING SET 
' #AASETDVD $157.50 


For retail sales only. 


U.S. RETAIL ORDERS 1.800.392.2400 


? WHEN TERROR RETURNS 

: The History and Future of 

: Terrorist Mass-Hostage Sieges 
i by John Giduck 


: ple in the United States were unfamiliar with Chech- 
i nya, much less its ties to terrorism. But that all 

? changed when two young Chechen brothers deto- 

: Nated two bombs during the 2013 race that killed 

: ,three and injured more than 200. 


$12.95 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


When 
Retu 


Before the Boston Marathon bombings, most peo- 


rns 


John Giduck 


From the author. of Terror‘at Beslan comes 


: When Terror Returns. To write this book, terrorism scholar and author 

: John Giduck examined terrorist attacks of the past.to learn what they can 

: tell us about terrorism in general. Primarily, he focused on the mindsets of 

? the terrorists to produce a predictive model for future threats,.as well as to 
: formulate ways to mitigate and respond to these attacks. Giduck wrote this 
: book because, though he didn't know where it would rear its ugly head, he 

: was certain that terrorism would return to. the United States. He was right. 
i 5x 8'A, maps, 731 pp. 
i #WTR 


$35.00 


i "When Terror Returns is the masterpiece of one of the great warrior scholars 
? of our time. John Giduck has established himself as ‘the’ irrefutable world expert 
: on the brutaland horrific Beslan school siege in Russia. Now he has applied his 
i, skills to inform and forewarn us, with’a tour.de force of the evolution of terrorist 
: mass-hostage seige tactics in the modern era of terrorism." 


—Lt. Col..(ret) Dave Grossman 


Tom Forbes PVC PROJECTS FOR 
THE OUTDOORSMAN 
Building Shelters, Camping Gear, 
Weapons, and More Out of Plastic Pipe 
by Tom Forbes 

With these easy-to-follow illustrations, you 
can construct more than 30 projects out of 
durable PVC pipe, including snowshoes, a raft, 
shelters and even a blowgun. 5! x 8'/2, softcover, 
photos, illus., 96 pp. 
#PVC 


(FQ xinoie 


Building Shelters, 
Camping Gear, 
Weapons, and More 
Out of Plastic Pipe 


$14.00 ; 


MORE PVC PROJECTS 
FORTHE OUTDOORSMAN 
a Building Inexpensive Shelters, Hunting and 
Fishing Gear, and More Out of Plastic Pipe 
by Tom Forbes 

Using photos and easy-to-follow instructions, 


z More 
PVC Projects 
for the 


Outdoorsman projects made with durable, cheap PVC pipe, 


including a slingshot, shooting bench and spotting 
scope stock. 5'/2 x 8'A, softcover, photos, | 12 pp. 
#PVC2 


SAVE $7.05 WHEN YOU BUY 


PVC PROJECTS FORTHE OUTDOORSMAN AND MORE PVC 
PROJECTS FOR THE OUTDOORSMAN 
#PVCSET $21.95 


For retail sales only. 


this book guides you through more than 30 all-new 


$15.00 : 
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%& PALADIN BEST-SELLERS BY JAMES BALLOU * 


THE POOR MAN’S 

WILDERNESS SURVIVAL KIT 

Assembling Your Emergency 

— Gear for Little or No Money 

= You don’t need to spend hundreds of dollars on 

2 the latest and greatest emergency survival gear for 
your outdoor adventures when you can assemble a 
functional, well-stocked kit for little or no money! 
Best-selling preparedness author Jim Ballou shows 
you exactly how to do it with this guide to collect- 
ing no-nonsense, get-the-job-done-in-an-emergency 

gear and packaging it in self-contained, portable kits that are always ready to 

grab and go. 

Instead of expensive tents, sheath knives, sleeping bags and other conven- 
tional outdoor gear, Ballou focuses on compact, lightweight and even dis- 
posable, use-once-and-discard emergency equipment, and all of it dirt 
cheap! Learn how to: 


THE POOR MAN'S 


WILDERNESS 
SURVIVAL KIT 


~ 


Find standard survival kit components at the lowest prices 

Create a poor man’s survival kit for free from common household items 
Collect or create your own edged tools, water containers, cookware, 
fire- and shelter-making gear, and weapons for very little money 
Assemble a complete kit of new gear for under $10 


Dozens of photos show examples of inexpensive but functional wilder- 
ness survival kits, as well as step-by-step instructions for creating your own 


poor man’s gear. If you are a hiker, hunter, camper, preparedness type, home- 


less nomad or other wilderness adventurer operating within a narrow 
budget, this book is for you! 5'/ x 8'/, softcover, photos, |70 pp. 


#PMWSK $15.00 


ARMING FORTHE APOCALYPSE 
Assembling Your Survival Arsenal 
.-+ While You Still Can 
Global economic meltdown.Widespread natu- 
ral disaster. Disease pandemic. It doesn’t matter 
the cause. In the coming Dark Age, the delicate 
supply infrastructures of modern society will col- 
lapse, and you will no longer have access to gro- 
ceries, gasoline ... or guns. 
The time to assemble your arsenal is now, says 
author Jim Ballou, and here he guides you 
through the many crucial factors you must consider when selecting firearms 
for a postapocalyptic future. Given how critical weapons will become in an 
age when you may have to hunt for meat or defend yourself against numer- 
ous postapocalypse threats, the more you must force yourself to consider 
all the pertinent factors now 8'2 x | 1, softcover, photos, illus., 146 pp. 


i 
' SAVE $14.05 WHEN YOU BUY 

| LONG-TERM SURVIVAL INTHE COMING DARK AGE AND 

| MAKESHIFT WORKSHOP SKILLS FOR SURVIVAL & SELF-RELIANCE 
| #LTSSET $42.95 
I 


I For retail sales only. 
i] 


22 SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


MAKESHIFT WORKSHOP SKILLS 
FOR SURVIVAL AND SELF-RELIANCE 
Expedient Ways to Make Your Own Tools, 
Do Your Own Repairs, and Construct 
Useful Things Out of Raw and 
Salvaged Materials 

James Ballou, author of Long-Term Survival in 
the Coming Dark Age, dramatically expands on 
the popular workshop material in his first book to 
present a “makeshifter’s” way of building and 
repairing things with only raw or salvaged materi- 


WORKSHOP-SKILLS tor 
SURVIVAL snty SELES RELIANCE 


: als, your hands, and your mind. His fascinating new book is a complete guide to 
: unconventional, remarkably creative home workshop skills, including such 

: things as homemade tools, expedient repairs, makeshift construction and use- 

: ful projects. 8’ x 11, photos, illus., softcover, 220 pp. 

; #MWS 


MORE MAKESHIFT WORKSHOP SKILLS 
by James Ballou; foreword by Jim Benson 
James Ballou is back with even more plans, proj- 
ects and concepts for do-it-yourself craftsmen, 
preppers and anyone interested in creative impro- 
vised workshop methods. Get set to learn how to 
make dozens of useful items out of nothing more 
than scrounged materials or common, inexpensive 
products found in every home. Learn how to 
assemble a hand truck out of ordinary steel pipe, 
form a handsome knife sheath and pistol holster 
out of a bucket, put together a spectacular pedal- 


~ enue WARESHIFT 
WORKSHOP SKILLS 


; powered lathe out of common lumber and parts, and much more! 8/2 x II, 
H softcover, photos, illus., 200 pp. 
: #MWS2 


$32.00 


SAVE $16.00 WHEN YOU BUY 
: | MAKESHIFT WORKSHOP SKILLS FOR SURVIVAL AND SELF- 


; | RELIANCE AND MORE MAKESHIFT WORKSHOP SKILLS 


#MWSSET $48.00 


For retail sales only. 


LONG-TERM SURVIVAL 
INTHE COMING DARK AGE 
Preparing to Live after Society Crumbles 
Foreword by Ragnar Benson 

Would you be prepared to survive in the event 
of a complete breakdown of modern civilization? 
Learn the essential skills and mind-set you will 
need to survive a long-term shift in the way the 
world operates. Find out what items you need to 
assemble now and what skills will be priceless 
later. Learn how to assemble a survival workshop, 


recycle and salvage everything, develop survival bartering skills, prepare and 
i store caches, and more. 8 x ||, softcover, photos, illus., 132 pp. 
: #LTS 


: ( K) KINDLE 


$25.00 


fe eBOOK 


U.S. RETAIL ORDERS 1.800.392.2400 


SURVIVAL & SELF-RELIANCE 


%& PALADIN BEST-SELLERS * 


THE BOOK OF BLACKSMITHING 
Setting Up Shop, Essential Skills, and Easy Projects to Get You Started 


by Michael Cardiff 


The ability to heat and shape metal into tools, fixtures and other useful items is one of the most practical skills in the handy- 
man’s toolbox. The Book of Blacksmithing shows how surprisingly easy it is to get started in this rewarding craft. 

Veteran blacksmith Michael Cardiff teaches you how to set up a basic shop, gather the necessary tools, select the right steel 
and hone common metalsmithing techniques. He then walks you step-by-step through |5 simple projects — including making 
handy tools for your workshop, decorative items for your home and a classic single-edge knife — that will help you master ham- 
mer control, coordinate tong and hammer use, and perfect other essential skills of the trade. Every technique and project is 
accompanied by clear, easy-to-follow illustrations. 

Hot iron is a joy to work with — a normally hard, unyielding material that suddenly, as if by magic, becomes easy to bend, twist, 
cut and shape into all sorts of functional items. Learn how to do it safely and effectively with The Book of Blacksmithing. 8'/2 x 


I 1, softcover, illus., | 10 pp. 


#BSMITH 


THE EXTREME SURVIVAL ALMANAC 
Everything You Need to Know to Live Through a Shipwreck, Plane Crash, 
or Any Outdoor Crisis Imaginable 


by Reid Kincaid 


Written for regular people who may be forced to survive without specialized equipment, this manual walks you step-by-step 
through various scenarios, including finding the coolest spot in a desert, navigating featureless terrain and determining how much 
daylight is left using your hand. 8'/2 x | 1, softcover, photos, illus., 478 pp. 


#ESA 


: THE ULTIMATE OUTDOORSMAN 

: Critical Skills for Traveling, Surviving, 

: and Enjoying Your Time in the Wilderness 
: with Bob Newman 

: Survive in the wilderness by learning the prin- 
: ciples of navigating with a map and compass, and 
: how these principles work in the woods, fields 

: and mountains. Color, approx. 90 min. This title 

: is also available for download as a DVD On 

? Demand. 

: #OUTDVD 
} THE CONCERNED CITIZEN’S GUIDE 

: TO SURVIVING NUCLEAR, 

: BIOLOGICAL, AND CHEMICAL 

: TERRORIST ATTACK 

: by Fred H. Lane 

: Written in simple, easily understood language, 

: this book covers personal protection equipment, 


i ready kits, shelters and sealed rooms, air filtra- 
: tion systems, and reliable and affordable suppli- 
i ers. 8'4 x ||, softcover, illus., 80 pp. 
: #CONCERN 


( PQ kinote 


? THE CITIZEN’S GUIDE TO STOPPING 

; SUICIDE ATTACKERS 

: Secrets of an Israeli Counterterrorist 

: by Itay Gil and Dan Baron 

: Find out how to fend off airline hijackers; subdue 
: suicide bombers before they can carry out their 

: mission; escape from or disarm gunmen intent on 

: mass murder; and react correctly during the two 

: most crucial stages of a hostage crisis. 54/2 x 8, 

: softcover, photos, 126 pp. 
: #SUICIDE 


: ( K) KINDLE 


U.S. RETAIL ORDERS 1.800.392.2400 


$21.00 


? INTO THE PRIMITIVE 
: Advanced Trapping Techniques 
; by Dale Martin 


Whether you are inadvertently stranded in 


: the wilderness, enjoy trips into the open 
: country or are on the run, you can learn to 
: meet basic survival needs and improvise 
: amenities. 5'/2 x 8'/, softcover, illus., |74 pp. 
: #PRIM 


$20.00 


i CRITTER CONTROL 

: A Homeowner’s Guide to Getting Rid of 
i Rodents, Deer, Bears, Foxes, Skunks, 

i Birds, Snakes, and Other Pests 

: by Larry Grupp 


Larry Grupp gives readers a comprehensive 


i decontamination agents and procedures, portable : “toolbox” of specific devices and strategies to 

: deal safely, legally and effectively with more than 

? 30 common North American pests. City and 

country dwellers alike will find the answers they 

$15.00 : 
: destructive wildlife once and for all.8'2 x II, 
: softcover, photos and illus., 250 pp. 


: #CRIT 


need to rid their homes and properties of 


GOOD BOOZE RECIPE 
; AND COOKBOOK 
: by James Krohn 


Make gin, bourbon, vodka, scotch, or orange- 


: or coffee-flavored liqueurs. Krohn includes a : 
: helpful appendix of equipment and supplies. 52x 
: 8'A, softcover, illus.,48 pp. : 
: #BOOZE 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


$35.00 = LIVING WITH TERRORISM 


? Survival Lessons 
: from the Streets of Jerusalem 
: by Howard Linett 


$15.00 


$60.00 


? STATE-OF-THE-ART 
? SURVIVAL CACHING 


Discover the latest technology for stashing 


: guns, ammo, food and just about anything else 

? you might need in an emergency. Learn about 

i low-cost alternatives to commercial containers, 
: ways to thwart metal detectors and handy 

: retrieval tips. Color, approx. 50 min. This title is 
i also available for download as a DVD On 
? Demand. 

? #STATEDVD 


? THE INTERNET GUIDE TO 

? SURVIVAL AND SELF-RELIANCE 

? More Than 300 Web Sites to Help You Live 
: Better, Live Cheaper, and Survive ... 

i by Rich Gray 


This book identifies the best survival and self- 


? reliance sites. Includes access to a special website 
? that links to each site so you won't have to type 

: lengthy URLs. 5'/ x 8'/, softcover, photos, 224 pp. 
? #INET 


$20.00 : 


Learn how to assess 
where you live to deter- 
mine whether public mass 
shootings, remote-control 
and suicide bombings, 
sniper attacks or roadside 
ambushes might becomea_: 
reality.5%x 8'/, softcover, } 
photos, 288 pp. : 
#LWT 


Living with 


Serviva Loses Oren the Sires 6 Jere 


$25.00 : 
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: KELLY McCANN’S CRUCIBLE 
: HIGH-RISK ENVIRONMENT TRAINING, 
; VOLUME FOUR 


: MISSION-ESSENTIAL 

; OFF-ROAD DRIVING 

: with Chad Morman 

: Introduction by Kelly McCann 


In this video the 
Crucible’s off-roading 
expert, Chad Morman, 
teaches the basics of 
mission-essential off- 
road driving, where 
you have to get your 
vehicle and passengers 
intact to your destina- 
tion, no matter what 
the terrain. Morman 


Mission-Essential 
Off-Road Driving 


: to-have equipment for any off-road excursion, as 
: well as how to properly stow it and still have 

: room for tactical gear and supplies. He also cov- 
ers navigating ditches, pits, and gullies; recovering 
: a downed vehicle; driving through narrow forest 
: trails; ascending and descending a steep, slick hill; 
: and more. Color, approx. 80 min. This title is also 
i available for download as a DVD On Demand. 

; #MEDVD 


SAVE $80.70 WHEN YOU BUY 
! THE ENTIRE 6-VOLUME 

: | KELLY McCANN’S CRUCIBLE 

; | HIGH-RISK ENVIRONMENT 


TRAINING SET 
#HRESETDVD 7-Disc Set: $199.00 


For retail sales only. 


i See pages 5, 24, 60, 72 and 83 for 
i additional volumes in the series. 


4-WHEEL 

FREEDOM 

The Art of Off- 

Road Driving, 

Revised and 

Updated 

by Brad DeLong 
Whether you use 

your rig primarily on 

the highway or to 

: venture off-road, the 

: 4WD techniques in here apply to the entire 

i spectrum of sport utility vehicles. 8! x | I, soft- 

: cover, photos, illus., 150 pp. 


i #WHEEL2 
( K) KINDLE 
\ 


$25.00 


fe] eBOOK 
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: CRUCIBLE HIGH-RISK 

: ENVIRONMENT TRAINING II 

? Volume 5: Tactical Driving Skills 

: with Frank Conway and Tony Longinotti 


Whether you're fac- 
ing a carjacking in a big 
city or a roadside 
ambush in a war zone, 
the skills you have 
behind the wheel just 
may determine 
whether or not you 
survive. In this exclusive 
Paladin video, Crucible 
tactical driving instruc- 


? tors Frank Conway and Tony Longinotti demon- 

: strate decisive emergency driving techniques that 
: work in both civilian situations and high-risk com- 
: bat environments. Covering off-road recovery, 

i begins your instruction by showing you the need- 


accelerating out of corners, swerving to avoid colli- 


: sions, slalom driving and hard braking through a 

: turn,on through the debilitating effects of stress 

: during an emergency situation, Frank and Tony take 
: you through a typical day of training at the Crucible 
: track, where they teach tactical driving skills to elite 
: law enforcement, military and corporate security 

i professionals who operate in high-risk environ- 

: ments all over the world. Color, approx. 75 min. 
$29.95 : This title is also available for download as a DVD 
: On Demand. 
: #TDSDVD 


$44.95 


SAVE $64.75 WHEN YOU BUY 


THE ENTIRE 5-VOLUME 

CRUCIBLE HIGH-RISK ENVIRONMENT 
TRAINING I! SET 
#HRE2SETDVD 8-Disc Set: $225.00 


For retail sales only. 


See pages 6, 24, 60 and 72 for 

i additional volumes in the series. 
COUNTERAMBUSH DRIVING SKILLS 
: AND EVASION TECHNIQUES 


This crash course 
from Tony Scotti’s 
world-renowned 
School of Defensive 
Driving teaches how 
to recognize and 
escape ambushes, 
assassinations and 
other problems. Get 
the skills and confi- 
dence you need to 


" 
Counterambush 
Driving Skills 
and Evasion 
Techniques 


: survive deadly situations when you are behind 
: the wheel. Color, approx. 60 min. This title is also 
: available for download as a DVD On Demand. 
: #ARRIVEDVD 


$19.95 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


CRUCIBLE ALL-ACCESS TRAINING 
Volume 4: Mission-Essential 

Off-Road Driving 2 

with Ty Washington 

Do you have the 
skills needed to get 
your vehicle from 
Point A to Point B 
when confronted 
with seemingly im- 
passable rocks, sand 
or water? 

In Volume 4 of the 
Crucible All-Access 
Training series, Cru- 
cible head off-road instructor Ty Washington 
makes learning how to navigate tough terrain 
easy by breaking down the essentials of the 
equipment. The key is mastering basic equipment 
adjustments, including calibrating tire pressure, 
determining clearance heights, and using tire jacks 
and pull-pal spades safely and effectively. Mission- 
Essential Off-Road Driving 2 covers the strate- 
gies and tactics needed to successfully pick good 
lines to traverse through sand or over rocks and 
to prevent your vehicle from becoming disabled 
while passing through water hazards. 

Patience is a virtue when braving hazardous 
driving conditions. Stop, think, and visualize, so 
that you and your vehicle get where you need to 
be safely and in one piece. Color, approx. 60 min. 
This title is also available for download as a DVD 
On Demand. 
#ME2DVD 


ALL-ACCESS "TRATNING: 


TY WASHINGTON 


$29.95 


See pages 6, 21,26 and 65 
for additional volumes in the series. 


| SAVE $52.25 WHEN YOU BUY 
| THE ENTIRE 5-VOLUMECRUCIBLE 
| ALL-ACCESS TRAINING SET 
' #AASETDVD 


$157.50 
For retail sales only. 


SURVIVAL 

DRIVING 

Staying Alive 

on the World’s 

Most Dangerous 

Roads 

by Robert H. 

Deatherage Jr. 
Robert Deatherage 

takes the antiterrorist 

driving lessons he 


Staying Alive on the World's 
Most Dangerous Roads 


? learned from today’s war zones and shows you 

? how to adapt them to your situation, whether : 
? you are in Baghdad, Bogota or Brooklyn. 8% x I, 
? softcover, photos, 160 pp. : 
? #SDRIVE 


( Pa kine 


$25.00 : 


U.S. RETAIL ORDERS 1.800.392.2400 
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EATING ON THE RUN 
Survival Foraging for Plants, 
: - Grasses, Nuts, and Berries 
by Fred Demara 
Run What if you find yourself stranded in the wilder- 
. Survival Foraging | N@SS and unable to get home for days or weeks ... or 
& Nuts, and Berries 
you can return to civilization? You can if you follow 
Theodore Roosevelt’s advice: “Do the best you can, 
with what you have, where you are.” The food you 
need will be “where you are” ... if you know which 
ones will serve your purposes. 
There are some 2,000 edible plants recorded, most of which are not culti- 
vated as crops. Growing wild, these little-appreciated but healthful and palat- 


able plants can feed you well in the wilderness at every time of year, even in 
edge of dozens of readily harvested plants, grasses, nuts and berries that re- 


quire the least, if any, preparation. 5'/2 x 8'4, softcover, photos, 144 pp. 
#EATR 


( PQ kinote 


even months? Could you live off nature’s bounty until : 


CREATING THE 
LOW-BUDGET HOMESTEAD 
by Steven D. Gregersen 
If you’ve ever thought about pursuing a self- 
sufficient lifestyle on your own rural homestead 
or survival retreat but feared you didn’t have the 
money or skills to do it, you simply must read 
this book. It is a goldmine of practical steps and 
instructions to take you from dreaming about an 
off-grid, independent lifestyle to living one! 
There are hundreds of things to think about 


i before planning and starting your new life, and this book will save you valu- 
: able time and money by steering you down productive paths. Just some of 
: the areas it covers include four rules for defining your goals for your home- 
i stead or retreat; the essential tools, vehicles and skills you will need to suc- 
the dead of winter. Eating on the Run will equip you with a working knowl- 


ceed; designing the off-grid home so it’s warm in winter and cool in 


? summer; and questions to ask before investing in livestock. 81 x | |, soft- 
: cover, photos, |84 pp. 
$15.00 : 


#CLBH $25.00 


( Pa kindle 


“Even if you are not into the survival or prepper crowd, this book can still be of use to you or someone you know. Eating on 
the Run gives you information on some plants you already know about, such as prickly lettuce, wild raspberries, and wild black 
berries. Then you will also find information on some plants you may have heard of but not seen, such as purlane or shagbark 
hickory. Of course, you will also read about some plants you have never heard about before.” 


SURVIVAL GUIDE TO EDIBLE INSECTS 
by Fred Demara 


you'd better learn to love the food you have. 


Insects aren’t just a survival option, however. As the United Nations Food and Agriculture Organization recently pointed 


There are some 1,462 recorded species of edible insects eaten by more than 3,000 ethnic groups. 
Survival Guide to Edible Insects catalogs only those that are easy to identify and have a long record 
of human consumption, including cicadas, worms, locusts, scarabs and ants. In this unique guide, the 
author, Fred Demara — who instructed readers on what plants to nibble on in Eating on the Run — 
shares tips for identifying safe insects, locating their habitats, harvesting them in numbers and 
preparing them properly to make them safe and tasty to eat while on the move. Find the idea of 
eating insects hard to swallow? Get over it.To sustain life, if you don’t have the food you love, then 


—Grandma Bonnie’s Closet 


: out, it may be time to swap your burgers for bugs. Insects are packed with protein, fiber, vitamins and minerals, and yummy if cooked properly (Tex-Mex ant 


: taco, anyone?). Plus, they are abundant everywhere and free for the taking, making them the perfect survival food. 5’ x 8!/, softcover, photos, 60 pp. 


: #SGEI 


THE MAKING DO SERIES VOLUMES |-4 
with Jason Hawk 


The Poor Man’s Forge 

In Volume One, Jason Hawk demonstrates how to make your own forge 
and anvil out of a few cheap items; test found steel to see if it can be used; 
and basic hammering, shaping and heat-treating to guarantee that your fin- 
ished products will hold up to real use. Color, approx. 220 min. This title is 
also available for download as a DVD On Demand. 
#MD1IDVD 


Stone Tools and Shivs 
In Volume Two, you'll learn how to take stone materials, discarded glass 
and found metals and turn them into life-saving tools and weapons. Includes 

a guest appearance by Paladin author Chris Petrilli, who teaches combat 
applications for the weapons you create. Color, approx. |20 mins. This title 
is also available for download as a DVD On Demand. 
#MD2DVD 


U.S. RETAIL ORDERS 1.800.392.2400 


$29.95 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


$12.00 : 


; Projectile Weapons 


Volume Three shows you how to take found materials and inexpensive 


: tools probably already in your garage and turn them into projectile weapons 
: suitable for hunting and personal defense. Color, approx. 90 min. This title is 
: also available for download as a DVD On Demand. 
: #MD3DVD 


$29.95 


: The Do-It-Yourself Neck Knife 
2-Disc Set: $29.95 
: neck knife; how to shape and form the edge; how to make a long-lasting 

i handle; and how to construct a durable sheath. Color, approx. 90 min. This 
: title is also available for download as a DVD On Demand. 


In Volume Four you'll discover the types of metals suitable for making a 


: #MD4DVD $29.95 
a | SAVE $29.80 WHEN YOU BUY 
: THE COMPLETE FOUR-VOLUME SET | 
; |! #MDSETDVD $90.00 ! 
a For retail sales only. ! 


MARTIAL ARTS 


A BETTER FIGHTER 
Brutal, Fast, and Effective Karate 
Techniques for MMA 
with Dan Schreiber 

For Dan Schreiber, the gates to the com- 
batives world were opened by Kelly Mc- 
Cann, who introduced him to the late Bob 
Kasper.After years of training with excel- 
lent instructors, Schreiber realized that he 
became a better fighter thanks to these in- 
structors. Schreiber decided to make this 
video because he wanted to give back to the 
warriors who had helped him to become a bet- 
: ter fighter. In this video, Schreiber brings to- 
; gether concepts from karate, boxing, muay Thai and wrestling, in a curriculum 
: designed to turn a hard-working student into a more effective fighter. Color, ap- 
prox. 190 min. This title is also available for download as a DVD On Demand. 
: #BETTDVD 2-Disc Set: $39.95 


FIGHTER 


itor 


Brutal, Past, and Effective 
Karate Techniques for MPAA 


Also Available in HD Blu-ray 


POWER CONTROL 
Increasing the Power 
and Effectiveness of 
Striking Techniques 
with Wim Demeere 

Most conditioning videos 
contain exercises that increase the 
strength and explosiveness of your techniques, 
from punches and kicks to parries and blocks, 
but this is only one aspect of conditioning 
training. In Power Control, Wim Demeere 
shows you how to take control of your power.The more you train to be- 
come stronger, the more you should train to control your power. It is use- 
less to have a lot of power if you don’t know how to control it. Likewise, it 
is equally useless to have a lot of control if you don’t have the necessary 
power to apply the strikes. 

Demeere recommends that you think of conditioning training as a way of 
getting a bigger gun in your arms: the bigger the gun, the more you can increase 
the firepower. The drills and exercises shown in this video will teach you how to 
keep that bigger gun under control and aim it effectively at targets. Color, ap- 


: Color, approx. 190 min. 
: #BETTHDVD 


Combative 
Conditioning 
Mental and Physio 


Conditioning for 
‘Vinlent Eaceunters 


with (uke Ceres 
Iatraustice by Rally MeCune 


prox. 210 min. This title is also available for download as a DVD On Demand. 


$49.95 #POWERDVD 


KELLY McCANN’S CRUCIBLE HIGH-RISK ENVIRONMENT 
TRAINING, VOLUME THREE 
COMBATIVE CONDITIONING 
Mental and Physical Conditioning for Violent Encounters 
with John Garman; introduction by Kelly McCann 

In the ugly reality of a street fight with a determined attacker, you'll need to 
get vicious as quickly as possible to keep yourself alive. John Garman, the Cru- 
cible’s fitness expert, distills years of research and personal experience of real- 
world violence into a video designed to teach you how to develop long-term 
cardiovascular endurance, fast-twitch muscle fiber, and the kind of cold-shot 
power that will put an attacker on the ground, hard. This combat-focused con- 


ditioning program combines calisthenics, weight training, plyometrics, and more into a system that will 
make you fit and ready for any encounter on the street. Includes a special bonus disc with four brutal, 
hard-core workouts that are not for the faint of heart. Color, approx. 105 min. This title is also available 
for download as a DVD On Demand. 


#CCDVD 


ALL-ACCESS THAINING 


JOHN GARMAN 


CRUCIBLE HIGH-RISK ENVIRONMENT TRAINING II 
Volume 3: Combative Conditioning 2 
with John Garman 

In the best-selling video Combative Conditioning: Mental and Physi- 
cal Conditioning for Violent Encounters, the Crucible’s John Garman 
taught principles and techniques that would help you develop the kind of 
power, endurance and speed necessary to end a fight as quickly as possible. 
This video builds on that foundation, showing you a new series of combat- 
centric exercises and conditioning routines. If you want to fight like the men 
at the Crucible, putting every ounce of strength into every strike, you have 
to work out like them, too. Color, approx. 40 min. This title is also available 
for download as a DVD On Demand. 
#CC2DVD 


CRUCIBLE ALL-ACCESS TRAINING 
Volume 3: Combative Conditioning 3 
with John Garman 

Building on the foundation offered in the previous two Combative Condi- 
tioning installments, Crucible’s John Garman is back with a comprehensive 
conditioning program focusing on using resistance band and fatigue training to 
develop the skills, strength and ability to survive a violent encounter. Whether 
that means being able to escape, incapacitate your opponent or inflict harm on 
him, Combative Conditioning 3 supplies you with the tools needed to win 
through adversity. Some training systems are designed to make your body 


stronger, while others concentrate on strengthening your combative mindset. Garman fuses the two by 
providing a program that helps you develop a mind willing to prevail and a body that can actually execute 
the functions. Color, approx. 59 min. This title is also available for download as a DVD On Demand. 


#CC3DVD 
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$39.95 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


2-Disc Set: $29.95 


See pages 6, 21, 24 and 65 for 
additional volumes in the series. 


Ht 

: | SAVE $52.25 WHEN YOU BUY 
| THE ENTIRE 5-VOLUME CRUCIBLE 

; | ALL-ACCESS TRAINING SET 

: | #AASETDVD $157.50 
: For retail sales only. 
iu 


See pages 5, 24, 60, 72, and 83 for 
additional volumes in the series. 


: | THE ENTIRE 6-VOLUME KELLY 
| McCANN’S CRUCIBLE HIGH-RISK } 
: | ENVIRONMENT TRAINING SET i 
: | #HRESETDVD 7-Disc Set: $199.00 | 
i! For retail sales only. | 


See pages 6, 24, 60, and 72 for 
additional volumes in the series. 


|| SAVE $64.75 WHEN YOU BUY 


t 
t 
t 
:| THE ENTIRE 5-VOLUME CRUCIBLE |! 
: | HIGH-RISK ENVIRONMENTTRAINING II | 
t 
! 
t 
\) 


i! SET 

: | #HRE2SETDVD 8-Disc Set: $225.00 

| For retail sales only. L 
See this page. 


SAVE $19.95 WHEN YOU BUY 


CRUCIBLE HIGH-RISK 
ENVIRONMENT TRAINING II:VOL. 3 
AND 

KELLY McCANN’S CRUCIBLE 
HIGH-RISK ENVIRONMENT 
TRAINING, VOL. 3 
#CCSETDVD 2-Disc Set: $59.95 


For retail sales only. 


U.S. RETAIL ORDERS 1.800.392.2400 


FIGHTING STRATEGIES 
OF MUAY THAI 
Secrets of Thailand’s Boxing Camps 
by Kru Pedro Solana Villalobos and 
Mark Van Schuyver 

These sport fighting strategies and tactics, as 
taught in the boxing camps in Thailand, are 
invaluable for martial artists of all styles.8'x I|, : 
softcover, photos, |56 pp. : 
#FMT 


(PQ kinote 


MUAY THAI 


$33.00 : 


i SAVE $18.00 WHEN YOU BUY 1 


i ' FIGHTING SECRETS OF MUAY THAI : : 
: | AND FIGHTING STRATEGIES OF MUAY THAI 


U.S. RETAIL ORDERS 1.800.392.2400 


FIGHTING SECRETS OF MUAY THAI 
The Art and Science of Thai Kickboxing, 
Volumes |-3 
with Bob Carver 

All the tools and training you need to quickly 
master Muay Thai’s savage techniques. Volume | 
develops the building blocks of stance, footwork, 
the jab, the cross, straight knee and round kick. 
Volume 2 applies them to foot jabs, hooks, 
elbow strikes, uppercuts and clinches. Volume 3 
brings it all together with high-speed pad drills, 
sparring and advanced offensive and defensive 
combinations. Color, approx. 245 min. This title is 
also available for download as a DVD On 
Demand. 
#FSMTDVD 


Fighting Secrets of 


. HAL 


3-Disc Set: $39.95 


#FSMTSETDVD $54.95 } 


For retail sales only. | : 
THAI MUAY THAI KICKBOXING 

MHA The Ultimate Guide to Conditioning, 
KICKBOXING Training, and Fighting 
a" by Chad Boykin 

q Inside information for novice and experienced 
fighters alike on conditioning exercises; brutal 
elbow and knee strikes, punches, clenches and 
kicks; and blocks and evasion techniques. 8'/2 x 
I 1, softcover, 430 photos, illus., 216 pp. 
#MTK 


$49.00 


SECRETS OF HARIMAU 

The Explosive Art of Pencak 

Silat Harimau Minangkabau 

with Guru Richard Crabbe de Bordes 
First master the basic postures (kudas) and 

footwork patterns (langkhas) and then combine 

them to take your opponent to the ground — and 

keep him there. Color, approx. 50 min. This title is 

also available for download as a DVD On 

Demand. 

#HARIDVD 


$19.95 


a THE COMPLETE BOOK OF 


: (29 «inoue 


MARTIAL ARTS 


THE COMPLETE BOOK OF 
TAEKWON DO FORMS: REVISED 
by Keith Yates 

Learn how to defend yourself with the most 
comprehensive book on karate weapons ever 
published. This classic martial arts guide provides 
all the moves for 13 taekwon do forms, from 
Chon-Ji to Basal. More than 850 photos illustrate 
the proper use and katas for seven lethal karate 
weapons. 8'/2 x | |, softcover, photos, | 92 pp. i 
#TKDS2 $30.00 : 


"| Keith D. Yates 
Tth Degree Black Belt 


PUKULAN PENTJAK SILAT 
: The Devastating Fighting Art of Bukti Negara-Serak 
: with Guru Stevan Plinck 


When attacked, pukulan pentjak silat practitioners close rapidly with 


: their opponent, simultaneously deflecting and smothering the weapons of 
: the upper body while destroying and immobilizing the lower body. Color, 


65 min. This title is also available for download as a DVD On 


i approx. 
? Demand. 
: #PPSDVD $19.95 


: DEFENSE DANS LA RUE 
: Volume I: Savate Street Kicking 
: with Craig Gemeiner 


This video presents a detailed breakdown of the savate street-kicking techniques 


? of Defense Dans La Rue, combining it with conditioning exercises and modern 

: pressure drills tailored to the needs of anyone interested in personal defense. 

: Color, approx. 55 min. This title is also available for download as a DVD On 
: Demand. 

? #DDLRDVD 


ONE STRIKE, ONE KILL 
The Deadliest of Karate’s Deadly Blows 
with Vince Morris 

Through rare seminar footage, Vince Morris 
reveals the secrets of applying karate’s most dev- 
astating techniques to the body’s vital points. 
Color, approx. 60 min. This title is also available 
for download as a DVD On Demand. 
#ONEDVD 


$29.95 


DACASCOS TACTICAL SYSTEMS 

Turning Martial Arts Theory 

into Self-Defense Reality 

with Sifu Al Dacascos 

In Volume One of Dacascos Tactical Sys- 

tems, Sifu Al Dacascos, founder of the Wun Hop 

Kuen Do style of Kajukenbo, introduces you to 
y the basics of range, attack angles and how to tar- 
get your attacker’s weak spots. In Volume Two, 
he shows hard-hitting fundamental attack and 
defense drills, feints and deceptions, hand trap- 


BER Terning Martial Arts 
Theory into 

Sell-Defense 

Reality 


: ping and more. In Volume Three, he presents real-world defenses and coun- : 
 terattacks against common street assaults. Color, approx. 180 min. This title 

: is also available for download as a DVD On Demand. 
: #DTSDVD 


2-Disc Set: $39.95 


! DEATH TOUCH 
i The Science Behind the Legend of Dim-Mak 
: by Michael Kelly, D.O.; foreword by Erle Montaigue 


An osteopathic physician and experienced dim-mak practitioner uses 


? medical science to explain how striking specific points or groups of points 


? can devastate the body’s organs and cardiovascular system. 5'/2 x 8'/2, soft- 


: cover, photos, illus., 184 pp. 
i #TOUCH 


$25.00 ; 


( K) KINDLE 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 
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MARTIAL ARTS 


THE FIGHTER’S VIDEO GUIDETO 
HARD-CORE HEAVY BAG TRAINING 
with Wim Demeere 

In this Paladin Press 
video, Wim Demeere 
shows you how to 
make a heavy bag come 
alive so you can master 
the critical skills needed 
to survive a fight. Learn 
the five types of 
impacts and how to 
make the best use of 
them; innovative drills 
to maximize your fitness level and fighting ability; 
creative ways to grapple a heavy bag, including 
chokes, takedowns and armbars; the 10 most com- 
mon mistakes people make in heavy bag training — 
and how to avoid them; solid information on how 
to choose the right bag for your needs, how best to 
hang it and how to care for it so it lasts for years. 
Whatever your fighting art or goal, this dynamic 
DVD will take your fighting and martial arts skills to 
a whole new level. Color, approx. 264 min. This title 
is also available for download as a DVD On 
Demand. 
#HBTDVD 


THE FIGHTER’S 
VIDEO GUIDE 
TO HARD-CORE 
HEAVY BAG 
TRAINING 


“/* 5 


2-Disc Set: $59.95 


SAVE $23.00 WHEN YOU BUY 


THE FIGHTER’S VIDEO GUIDE TO HARD-CORE HEAVY BAG TRAINING AND THE 


1 
1 
| FIGHTER’S GUIDE TO 

| HARD-CORE HEAVY BAG TRAINING 
| #HBTSET 

1 

1 


: COMBAT SANSHOU:THE PUNISHING 

? CHINESE FIGHTING ART 

: with Wim Demeere 

: Combat Sanshou is a true stand-up combat system 
: designed for real-world combative application. This 

: three-part video series by master martial scientist 


: Wim Demeere teaches you all the aspects of Combat 


: Sanshou you need to know to defeat an opponent. 


: PART ONE: STRIKING 
: Detailed instruction 
in devastating upper 
body strikes of Com- 
bat Sanshou: jab, cross, 
uppercut, and forearm 
and elbow strikes * 
Lightning-fast defenses 
against these attacks, 
demonstrating how 
you can string offen- 

: sive and defensive 

: combinations together to overwhelm your 

: attacker. Color, approx. 240 min. This title is also 
: available for download as a DVD On Demand. 

: #CSIDVD 


SAVE $29.90 WHEN YOU BUY 
: ' THE COMPLETE COMBAT SANSHOU 
: | 3-VOLUME SET 
i ! #CSSETDVD 6-Disc Set: $89.95 


J 
1 
1 
1 
1 
1 
1 
1 
1 
Retail sales only. | 


: PART TWO: KICKING 


2-Disc Set: $39.95 


; THE FIGHTER’S GUIDE TO 


HARD-CORE HEAVY BAG TRAINING 


: by Wim Demeere with Loren Christensen 


This companion manual 
to Wim Demeere’s new 
DVD can help you devel- 
op all the attributes you 
need as a martial artist or 
fighter: power, form, 
speed, timing, endurance 
and explosiveness. What 
other training tool can 
make that claim? 

From these acclaimed 


WIM DEMIERE 


nan + casts 


martial artists, you will learn how to use the 

: heavy bag to maximize your time and get the 

: most out of your training. 5'/2 x 8’, softcover, 
: photos, 262 pp. 
i #HBT 


: (% KINDLE 


$32.00 


$68.95 
For retail sales only. } 


Basic front, side and 
roundhouse kicks * 
Knee strikes that 
won't compromise 
your base and balance 
* Proper stomping 
techniques * Defenses 
against kicks from the 
ankle to the head * 
Leg sweeps to send 
your opponent to the 


ground. Color, approx. 240 min. This title is also 
: available for download as a DVD On Demand. 
: #CS2DVD 


2-Disc Set: $39.95 


PART THREE: TAKEDOWNS, 
: THROWS, AND FINISHING MOVES 


Slams to take your 
opponent down and 
keep him there « Fast, 
hard throws and take- 
downs that work no 
matter how skilled the 
opponent. Joint 
manipulations and 
stomps that keep an 
opponent on the 
ground. Color, approx. 


210 min. This title is also available for download 
? asa DVD On Demand. 
i #CS3DVD 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


I 
I 
1 
fd 
i 
i ' BELT VOLUME 2 
id 
' 
I 


2-Disc Set: $39.95 : 


PAD MAN 
AVideo Guide to 
Full-Contact 
Partner Training 
with Wim Demeere 
There's an old say- 
ing in the brutal, light- 
ning-fast world of Thai 
boxing:“A good pad 
man is worth a million 
dollars.” In Pad Man: 
A Video Guide to Full-Contact Partner Train- 
ing, master martial artist Wim Demeere teaches 
you how to join that “million-dollar” league, no 
matter what combat art you practice. Using the 
tricks of the trade that he learned the hard way, 
he'll teach you the body mechanics that will let 
you avoid injury while learning all the move you 
need to burn into muscle memory in order to 
compete. Wise up and learn things about pad 
training that you don’t even realize you need. 
Color, approx. 390 min. This title is also available 
for download as a DVD On Demand. : 
#PADDVD 4-Disc Set: $39.95 } 
BELOW THE BELT 
A Complete Arsenal of Low Kicks 
for MMA and the Street 
with Mark Hatmaker 
In this comprehensive video, Mark Hatmaker 
unleashes his vast arsenal of low kicks for MMA and 
self-defense. Stressing the high-percentage kicks that 
will work almost every time, Hatmaker demon- 
strates kicks from the outside range and the clinch; 
the brutal “Ax Murderer” series; back kicks to get 
out of a rear-clinch situation; cut-kicking; painful and 
surprising point kicks; and defenses against any kick 
imaginable. To burn it all in, he gives you kicking 


: chain drills, kicking conditioning drills, and leg condi- 
? tioning drills that rely on sparring contact, not kick- 
? ing trees because “the Thais don’t do it, and neither 
? should you.” Color, approx. 205 min. This title is also i 
? available for download as a DVD On Demand. i 
: #BBELTDVD 


2-Disc Set: $59.95 


? BELOW THE BELT, VOLUME 2 
? A Complete Arsenal of Knee 

: Strikes for MMA and the Street 

: with Mark Hatmaker 


Knee strikes are an essential part of every tal- 


? ented fighter’s repertoire, and in this explosive 

: video Mark Hatmaker reveals the techniques and 
? training needed to master an array of devastating : 
i knee strikes and combinations. 


When fighting at extreme close range, your 


i knee strikes have to be fast, hard, and accurate: 

: this video will teach you how to maximize your 
? combat potential at distances where inches can 

: mean the difference between victory and defeat. 
? Color, approx. 145 min. This title is also available 
? for download as a DVD On Demand. 

? #BBELT2DVD 


2-Disc Set: $59.95 


SAVE $29.95 WHEN YOU BUY | 
BELOWTHE BELT AND BELOW THE : 


#BBELTSETDVD 4-Disc Set: $89.95 


For retail sales only. : : 


U.S. RETAIL ORDERS 1.800.392.2400 


MARTIAL ARTS 


EXTREME COMBAT TRAINING 
Volume One: Unarmed Skills and Tactics 
with Joseph Simonet 
Just knowing self- 
defense techniques 
won't be enough to 
y sublasinte save you in a fight for 
afer your life: you need to 
drill them and burn 
them into your mus- 
cle memory to make 
them work. In this 
video, lifelong martial 
artist and best-selling 
author Joseph Simonet shows you how to put 
together a personal protection system designed 
with your needs in mind, as well as how to train 
this system effectively, efficiently and with 100- 
percent intensity. Color, approx. 90 min. This 
title is also available for download as a DVD On 
Demand. 
#ECTDVD 


SAVE $20.00 WHEN YOU BUY 


#ECTSETDVD 


SILAT CONCEPTS 
Discovering 
the Fight within 
the Form of 
Pentjak Silat 
with Joseph Simonet 
& Addy Hernandez 
Get private instruc- 
tion in the first six 
jurus (solo hand 
forms) of Indonesian 
Pentjak Silat, silat’s distinctive lower-body move- 


SILAT 


CONCEPTS 


key to all silat footwork. Color, approx. 150 min. 
This title is also available for download as a DVD 
On Demand. 


#SCDVD 2-Disc Set: $49.95 


| SAVE $24.95 WHEN YOU BUY 


| SILAT CONCEPTS AND ADVANCED SILAT CONCEPTS 


| #SILATSETDVD 


? DYNAMIC CHUX 

? Fast and Flashy Nunchaku Techniques 

: for Form and Demonstration 

? with Mitch Thomas 

? Through slow-motion digital photography and mul- 
? tiple camera angles, Mitch Thomas not only demon- 

? strates some of the most spectacular “chuk” tech- 

? niques ever caught on video, he also teaches you 


: exactly how to perform them. Color, approx. 100 min. : 


: This title is also available for download as a DVD 
: On Demand. 
? #CHUXDVD 


U.S. RETAIL ORDERS 1.800.392.2400 


! 
i] 
t 
THE 2-VOLUME EXTREME COMBAT TRAINING SET } 
1 
t 


i #BKDVD 
$14.95 


: EXTREME COMBAT TRAINING 
: Volume Two: Stick Training for 

: Personal Self-Defense 

with Joseph Simonet 


Looking for a practi- 
cal stick-fighting pro- 
gram to add to your 
self-defense arsenal? In 
volume two of this 
Extreme Combat 
Training seriess, 
Simonet shows you 
how to maximize the 
unarmed skills and tac- 
tics learned in volume 


: one by adding the powerful new dynamic of stick 
: striking strategies. Color, approx. 66 min. This title 
: is also available for download as a DVD On 

: Demand. 

: #ECT2DVD 


$29.95 


$49.90 
For retail sales only. f 


ADVANCED SILAT 
CONCEPTS 
Secrets of Modern 
Pentjak Silat 
with Joseph Simonet 
& Addy Hernandez 

In this two-tape video 
set, Joseph Simonet con- 
tinues the revolution he 
started with Silat Con- 
cepts by providing de- 


: tailed, step-by-step instruction in the remaining 
ments, and the geometric platforms that hold the : 


12 jurus (hand forms) of traditional Serak. He 


i then analyzes these forms, identifying their key 

i structures and body mechanics to form the basis 
? of Modern Pentjak Silat Serak. Color, approx. 180 
i min. This title is also available for download as a 
? DVD On Demand. 
? #ASCDVD 


2-Disc Set: $49.95 


$74.95 } 


' 
For retail sales only. ! 


BEYOND KENPO 
Secrets of Advancing the 


Art and Science of Kenpo Karate 
: Joseph Simonet and Addy Hernandez 


Hidden applications of some of kenpo’s most 
popular techniques, including how to “link the 
lines” and blend kenpo’s many movements into a 
superior fighting method. Color, approx. 155 min. 
This title is also available for download as a 
DVD On Demand. 
$29.95 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


| GLADIATOR CONDITIONING COURSE 
: | & MEGA-GLADIATOR CONDITIONING 


THE EIGHT TO HATE 
by Mark Hatmaker 


* 
ENHANCED 
Only got a few minutes but want to 


EBonK 
do something that will increase your fit- : 
ness level dramatically? Check out Mark Hatmak- : 
er’s new enhanced eBook. Eight to Hate contains : 
eight scientifically tested exercises from Hatmak- 
er’s Gladiator Conditioning Workbook, and as a_ 
bonus it has nine embedded video clips to show 
you how to get the most from the exercises. For 
just $5.00 you can sample Hatmaker’s hard-core 
Gladiator Conditioning course to see if it’s right 
for you. Best of all, it’s available for immediate 
download so you can get started right away! Com- 
patible with Apple iPad and iPhone and Windows Sur- 
face Pro at this time. 


#8THE $5.00 : 
fe ENHANCED eBOOK 
GLADIATOR 
t. \DINTOR CONDITIONING CONDITIONING 


WORKBOOK COURSE 

; Fitness for the 

Modern Warrior 

with Mark Hatmaker_ : 
Get the ultimate com- 

bat fitness package with 

Paladin’s exclusive Gladi- 

ator Conditioning 

Course! Includes Mark 

Hatmaker’s Gladiator Conditioning DVD (with 

30 minutes of bonus footage), plus his 88-page 

Gladiator Conditioning Workbook, with addi- 

tional tips, exercise variations, advanced routines 

and training logs that will put you on track to 

achieving all your fitness training goals. Color, 

approx. 100 min. : 

#GCKITDVD (DVD & Workbook): $49.95 : 


MEGA-GLADIATOR 
CONDITIONING 
The Next Level of 
Combat Fitness 
with Mark Hatmaker 
Whether you have 
practiced Mark Hatmak- 
er’s best-selling Gladia- 
tor Conditioning : 
course and are ready for : 
something tougher, or : 
are in elite condition already and need to push 
yourself, this video and spiral-bound workbook 
have what you're looking for. This workout regi- 
men is designed to make you into the strongest 
of the strong, focusing on building functional 


: muscle and developing incredible endurance for 
: any realm of combat, from the ring to the octa- 

: gon or the street. Workbook is 82 x II, photos, 
: 88 pp. DVD is color, approx. 130 min. 

: HMGCSET 


(2-Disc & Workbook): $49.95 


#MEGASET $74.95 


For retail sales only. | : 


MARTIAL ARTS 


MIXED MARTIAL ARTS TITLES 


STRIKING STRATEGIES 
with Pat Miletich 

So you want to learn what it takes to be 
successful in the cage or on the street? Then 


STRIKING STRATEGIES 


Miletich shows you what it takes to train hard, 
train right and strike right through your 
opponent. 

In this exclusive Paladin video, Pat takes you 
through controlling distance in a fight; practical, 
fight-proven feints and fakes; proper head 
movement; and the appropriate footwork. Pat has been there and done 
that, and his Miletich Fighting System takes what works, trims what doesn’t 
and presents you with a proven strategy that you can feel confident using in 
the ring or on the streets Color, approx. 150 min. This title is also available 
for download as a DVD On Demand. 
#STSDVD 


PAT 
MILETICH 


MASTERING SAMBO 
FOR MIXED MARTIAL ARTS 
by Scott Sonnon 

In this book, Scott Sonnon traces the devel- 
opment of the four types of sambo (self- 
defense, sport-wrestling, combat sambo and 
Spetsnaz) and then focuses on sambo’s mixed 
martial arts applications. Here he reveals the 
signature ‘‘saddle” techniques that have made 
him one of the most respected leg-lock coach- 
es in the world.With 101 step-by-step moves — including entries, sweeps, 
passes, recounters and a host of submissions — this book is a must for all 
MMA competitors searching for an edge over the competition. 8’ x II, 
softcover, photos, | 74 pp. 
#MSAMBO 


(Fa xinote 


: THE ARGUMENT OF MOVEMENT, 

: PART ONE: 

: DEFEND, NEUTRALIZE, ANNIHILATE 
: High-Intensity Partner Training 

: for Real Combat 

: with Joseph Simonet 


$22.00 


: PART TWO: 
? THE SKILL SETS 


for Real Combat 


Joseph Simonet dis- 
tills decades of : 
research in the fighting 
arts into a combative: 
form that has hard- 
core street application 
in every movement, 
transition and tech- 
nique. Building on the 
functional, universal 
lines developed in his 


High-latersity 
Flow Drils 
for Real Combat 


this video is for you. Champion cage fighter Pat 


: THE ARGUMENT OF MOVEMENT, 


i High-Intensity Flow Drills 


: with Joseph Simonet and Addy Hernandez 


MMA WEIGHT TRAINING 
A Fighter’s Guide to Ring-Ready 
Strength, Speed, and Stamina 
with Brian Klaus 

Think your bench pressing skills alone are going 
to win you an MMA title? Wrong. While strength 
is undeniably an asset, you must know how to 
develop it in all dimensions — how to break out of 
the static sets of curls and presses and build brute 
strength in pulling, pushing, gripping and twisting 
motions — to become an unbeatable fighter. 
Powerlifting champion, coach and certified catch wrestling instructor 


— ces 
A Fighter’: Guide to Ring-Ready 
Strength, Speed, and Stamina 


Brian Klaus 


: Brian Klaus will show you how to quickly and efficiently raise your game by 
i tying together strength, speed, technique and conditioning with his innova- 
i tive two-phase approach to training. Color. 115 min. This title is also avail- 

? able for download as a DVD On Demand. 
i #MWTDVD 


DOWN & OUT 
MMA Grappling, Clinching, and Takedown 
Techniques from the Gym to the Cage 
with Mark Hatmaker 

Mark Hatmaker shows you how to mix or 
match all the major aspects of the MMA game — 
striking, clinching, takedowns, shooting, ground 
and pound, and defense — into an integrated, 
customized training program. Color, approx. 56 
min. This title is also available for download as a 
DVD On Demand. 


#DODVD $29.95 


? THE ARGUMENT OF MOVEMENT, 

? PART THREE: 

? POINT/COUNTERPOINT 

? High-Intensity Knife Training 

? for Real Combat 

? with Joseph Simonet : 
: In this no-holds-barred video from Paladin Press, i 
? master martial scientist Joseph Simonet has taken 

to perform the right : his street-proven Argument of Movement form 
movements so quickly : and made it even more effective by adding the 

and fluidly that you don’t : blade. Simonet’s combination of in-your-face inten- 
have to think about how : sity and grim pragmatism shows you the true seri- 

to put them together:  : ousness of fighting with a knife and how, if you 

you just do it. In this ? want to survive, you can’t just fight — you must act } 
fast-paced video produc- : with skilled, lethal determination. This isn’t an adap- i 
tion, Joseph Simonet ? tation of previous material, but an evolution of 3 
teaches you the 10 flow ? combative technique into a knife combat system 


If you want to fight, 
and fight well, you need 


: Mook Jong Slam Set program, Simonet’s Argu- 
: ment of Movement takes individual training to 


: the next step:a two-person, full-contact drill that 
? most combat-effective way to perform it and why so 
i many martial artists get it wrong. From there he 

: teaches you how to burn other key drills into your 

i muscle memory and extract their true combative 

: applications. Simonet also shows how each drill can 

: be linked to any other, simulating the chaos of a real 
i fight. Color, approx. 160 min. This title is also 

: available for download as a DVD On Demand. : 
2-Disc Set: $39.95 : 


i is easy to learn, combines the best elements of 
: the most effective combat arts currently known 
: and has application for any fighting situation you 
: may find yourself facing. Learn how to control 

: the fight from the first instant, disrupting your 

: opponent’s rhythm and keeping him so off-bal- 

: ance that he’ll have no time to react. Color, 

: approx. 190 min. This title is also available for 

! download as a DVD On Demand. 

i #AOMIDVD 


: #AOM2DVD 
2-Disc Set: $39.95 : 


: drills every competent fighter needs to know to 
: keep his skills at the highest level possible. He starts 


with the foundational drill of hubud, showing the 


30 SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


? suitable for any encounter requiring the use of 

: deadly force with a blade. Color, approx. 95 

? min. This title is also available for download as a 
= DVD On Demand. 
i: #AOM3DVD 


$39.95 | 


SAVE $29.90 WHEN YOU BUY 


1 
1 
1 
THE ARGUMENT OF MOVEMENT PART ; : 
1, PART 2, AND PART 3 pi 
#AOMSETDVD 5-Disc Set: $89.95 ! : 
For retail sales only. ! 


U.S. RETAIL ORDERS 1.800.392.2400 


MARTIAL ARTS 


THE ART AND 
SCIENCE OF 
MOOK JONG 
The Club Set 
with Joseph 
Simonet 

Drawing from the 
functional, combat- 
ready movements of 
his best-selling Mook 
: Jong Slam Set video, 
: master martial artist Joseph Simonet teaches you 
: a simple, brutal stick fighting system. In it, he 
: focuses on teaching a streamlined version of the 
: Slam Set, adding a stick rather than just going 


Joseph Simian 


: approach to wooden dummy training, Simonet 

: shows you how you can train full speed and full 
: force ona partner that won't complain, get 

i injured or quit. Color, approx. | 10 min. This title 
: is also available for download as a DVD On 

: Demand. 

: #ASMIDVD 


THE ART AND 
SCIENCE OF 
MOOK JONG 
Slam Set 

| Evolutions 
with Joseph 
Simonet 

In 1999, master 

martial artist Joseph 
Simonet took the 

: world by storm with 

? his best-selling Mook Jong Slam Set video, 

: teaching a style of dynamic wooden dummy 

: training based on functional movement and 

: explosive power, not martial arts dogma. The 

: Art and Science of Mook Jong: Slam Set 

: Evolutions builds on that foundation of tech- 

: nique, taking your fighting skills to the next 

: level and beyond. Color, approx. 230 min. This 

i title is also available for download as a DVD On 


i Demand. 
: #ASM3DVD 


Tre Ant AND SCIENCE OF 


MOOK JONG 


c J: 7 
¢ 2 
a 


2-Disc Set: $69.95 


SECRETS OF 
SINAWALI 
AVideo Guide to 
Filipino Stick Drills 
with Joseph Simonet 
& Addy Hernandez 

: Sinawali, or double- 

: fo Faience stick training, is the foun- 
: dation of the Filipino 

: martial arts. This amazing 
: training method develops striking power, line familiar+ 
: tyand the ability to use two weapons simultaneously. 

: This dynamic video presents step-by-step instruc- 
: tion in 27 sinawali drills,. Color, approx. 157 min. 

: This title is also available for download as a DVD 
: On Demand. 
; #SSINDVD 


SECRETS OF 
WALI 


8 Video Guide to 


U.S. RETAIL ORDERS 1.800.392.2400 


i #ASM2DVD 


2-Disc Set: $39.95 


THE ART AND 
SCIENCE OF 
MOOK JONG 
The Blade Set 
with Joseph Simonet 
One of the most 
innovative minds in 
martial arts today, 
Joseph Simonet is 
always learning, always 
refining, always 
improving. Now, he has taken his best-selling 


or 
fseph Simonet 


Mook Jong Slam Set material and adapted it to 


create a functional knife fighting program suitable 


: for any type of combat involving edged weapons. 
: empty-handed. Taking best advantage of this novel 


Wooden dummy training allows you to perform 


: techniques full force and at full speed, simulating a 


real fight in the way practicing with a live partner 

can’t without inflicting serious injury. Using that as 
a guiding principle, Simonet prepares you for a real 
knife fight by teaching a short form on the dummy 


that burns in simultaneous block and attack, mov- 
$49.95 : 


ing through your opponent to disrupt his base, 
lightning-fast slashing attacks, initial stunning strikes 
to set up a fight-stopping cut and much more. 
Every movement in this form is designed to dam- 
age or cripple your attacker, ending the fight once 
and for all. Color, approx. 110 min. This title is also 
available for download as a DVD On Demand. 
$49.95 


THE ART AND SCIENCE 
OF MOOK JONG: 
¢ SLAM SET EVOLUTIONS 
¢ THE CLUB SET 
¢ THE BLADE SET 
#ASMSETDVD $119.95 
For retail sales only. 


SLAM SET PACKAGE 


SAVE $49.95 WHEN YOU BUY 
THE ART AND SCIENCE OF MOOK 
JONG: SLAM SET EVOLUTIONS AND 
THE MOOK JONG SLAM SET 


#MOOKSETDVD $79.95 


For retail sales only. 


THe ART AND SCIENCE OF 


MOOK JONG 


v4 
(Ry 
Bae: 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


THE MOOK JONG 
SLAM SET 
Dynamic Wooden 
Dummy Training 
for All Martial Artists 
with Sifu Joseph 
Simonet & 
Addy Hernandez 
The mook jong, or 
wooden dummy, is the 
most effective training 


: aid available to the martial artist, allowing you to 
: practice full-power blocks, strikes and kicks with 
: the same realism as training with a partner. 

: Color, approx. 180 min. This title is also available 
: for download as a DVD On Demand. 


2-Disc Set: $59.95: 


: #MOOKDVD 
— THE MOOK JONG 
IMIOORX | CONSTRUCTION 
JONG | MANUAL 
CONSTRUCTION | Building Modern 


and Traditional 

Wooden Dummies 

on a Budget 

by Michael D. Janich 
Commercially made 

wooden dummies can 

cost up to $1,000, but 


MANUAL 


: with this book and a couple of simple hand tools, : 
: you can make a wooden dummy that is propor: 
i tionate to your height and reach for well under 
: $100.81 x II, softcover, photos, illus., 72 pp. 
#MOOK 


$20.00 : 


EXTREME 

WING CHUN 

A Complete Guide 

to Hard-Core 

Mook Jong, Partner, 

and Full-Contact 

Training Drills 

with Joseph Simonet 

& Addy Hernandez 
Detailed instruction in 

all the critical skills of 


: combative wing chun, including body position and 
: stance, footwork, rapid-fire straight punching, combat : 
: trapping and blocking.All the drills are demonstrated i 
? solo on the mook jong (wooden dummy), with a 

: training partner and finally in full-speed, full-contact 

: sparring scenarios. Color, approx. 150 min. This title 
i is also available for download as a DVD On 


: Demand. : 
: #EWCDVD 2-Disc Set: $49.95 i 


| SAVE $31.95 
|! WHEN YOU BUY 
: THE MOOK JONG SLAM SET, THE 


UAL AND EXTREME WING CHUN 
#MOOKKITDVD $97.95 


1 

1 

1 

1 
A: 
e 
MOOK JONG CONSTRUCTION MAN- : 
ri 

1 
For retail sales only. i 
1 


MARTIAL ARTS 


CHOKE ’EM OUT 
65 Chokes to End Any Fight Fast 
by Burton Richardson 

When strikes don’t work, you need the one 
sure fight ender: the choke. This detailed volume 
shows hundreds of step-by-step photos of the 
best techniques for ending fights quickly with a 
wide variety of quick and effective chokes. 8'/2 x 
| 1, softcover, photos, 250 pp. 
#CHOKE 


Choke 
“Em Out 


Bijfton Richardson 


$37.00 


KILLSHOTS 

In one of the first videos ever made on the 
practical applications of ninjutsu, Dave Koss leads 
you through more than 90 minutes of bone- 
breaking, muscle-tearing and flesh-ripping tech- 
niques of Togakure-ryu ninjutsu. Color, 90 min. 
This title is also available for download as a 
DVD On Demand. 


#KILLDVD $19.95 


KATA BUNKAI 
Secrets of Vital Point Striking 
with Renshi Cardo Urso 


ing acupuncture meridians and vital neurologi- 
cal points of the body, which are designed to 
stun, cripple or kill an attacker in a matter of 
seconds. Color, approx. 75 minutes. This title is 
also available for download as a DVD On 
Demand. 

#KATADVD 


LA CANNE 


Vols. 1,2, and 3 
with Craig Gemeiner 
La Canne combines the skills of saber fencing 

| with the tactics of the cut-and-thrust sword, 
French savate and boxing. Volume | presents 
detailed instruction in fundamental skills; Volume 2 
teaches two-handed cane fighting techniques; Vol- 
ume 3 demonstrates the defensive use of the cane 


The Walking Stick Method 
of Self-Defense 


This title is also available for download as a DVD 
On Demand. 
#CANNEDVD 


KYUSHO JUTSU STREET FIGHTING 
Practical Applications of Nerve-Attack Methods 

Properly applied, even light blows to the body’s vital points can produce 
extreme pain and seemingly effortless knockouts. This video will teach you 
how to use this devastating fighting art against the most common street 
attacks. Color, approx. 60 min. 


KYUSHO JUTSU FOR LAW ENFORCEMENT 

Nerve-Attack Restraint, Control, and Personal Defense Techniques 
Learn the restraint, control and pain compliance techniques of kyusho 

jutsu, a subtle yet effective martial art. Color, approx. 90 min. This set is also 

available for download as a DVD On Demand. 

#KJDVD 2 Titles on One Disc: $19.95 
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Punishing combat applications based on strik- 


in common attack scenarios. Color, approx. 80 min. ! 


49.95 
* nuances of counterpunching, advanced defensive skills and how to use 


VINCE MORRIS 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


%& PALADIN BEST-SELLER * 


SPEED TRAINING 
How to Develop Your Maximum Speed 
for Martial Arts 
by Loren W. 
Christensen 

Loren Christensen uses his hard-learned lessons 
from the dojo and the streets to show you how to 
acquire instantaneous reflexes and explosive speed 
for punching, kicking, grappling and police defensive 
tactics. Learn how to stay a step ahead of your oppo- 
nents in the dojo or on the streets. 5'/2 x 8'/, softcov- 
er, photos, 258 pp. 
#SPEED 


$29.00 


fe! eBOOK 


(PQ xinoie 


SPEED TRAINING: THE VIDEO 

Developing 

Maximum Speed 

in Martial Arts Training 

with Loren W. 

Christensen i 
Learn how to “‘cheat” speed by improving your timing 

and accuracy in both punching and kicking through a 

series of dirty tricks that will have your opponent won- 

dering just what hit him. Includes drills, exercises and 

principles that will increase your natural fighting speed 


Deveoping Masimrum Spee 
in Martal its Training 
Slo a Genie 


and help you develop not only instantaneous reflexes but also explosive quickness 
: and power in all of your strikes. Color, approx. 130 min. This title is also available 
: for download as a DVD On Demand. 


The Walking Stick Method of Self-Defense, : 


i #SPEEDDVD $29.95 

i! SAVE $15.00 WHEN YOU BUY ; 

: | SPEED TRAINING AND SPEED TRAINING:THE VIDEO i 

: | #SPEEDSETDVD $43.95 ! i 
' For retail sales only. ! 


THE SAVAGE SCIENCE 
OF STREETFIGHTING 
Applying the Lessons of Championship 
Boxing to Serious Street Survival 
by Ned Beaumont 

In this sequel to Championship Streetfighting, 
veteran boxer Ned Beaumont takes a look at the 
“secret” punches of champs and why they 
worked in the ring. He also examines the ele- 
ments of power punching for knockouts, the 


Syotyergte 
teseus af 
han gourchp 
tue ” 


boxing against weapons. 5'/ x 8'/2, softcover, illus., 256 pp. 
#SAVAGE 


(Fa xinote 


CHAMPIONSHIP STREETFIGHTING 
Boxing as a Martial Art 
by Ned Beaumont 

This hard-hitting manual is the first practical and 
proven guide to using boxing skills as a martial art, 
without the “strip mall karateka” mind-set. Highly 
recommended. 5'/ x 8'/, softcover, illus., 206 pp. : 
#CSF $25.00 : 


fe| eBOOK (2Q kine 


$25.00 ; 


CHAMPIONSHIP 


STRCETEIGHING 


Bi jartial Art 
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MARTIAL ARTS 


LETHAL KARATE STRIKES 
Secrets of the Meridians 
by Cliff Field, MD 

Veteran martial artist Cliff Field has used acupunc- Ancient and Modern Techniques 
fee = ture in his medical practice for decades. His back- IT KAI ara 7 7 . 

: aa BLAC K of Ninja Mind Manipulation 
Mua) «= ground in both Eastern and Western medicine, as well 4f - . 
MERIDIANS : : : : eas. ICTENICE by Dr. Haha Lung and Christopher B. Prowant 
as his years studying karate, gives him a unique insight TENCE 


é ; : : Learn the secrets that will allow you to tell when 
into how strikes to specific points on the human body Ba : , 
\ someone is lying, implant false memories, tailor your 
can cause unexpected — even lethal — damage. 5'/2 x ; : eprata é 
\ ’ attack by using the specific keys to each individual’s 
8'A, softcover, photos, illus.,150 pp. 


#LKS $20.00 mind, use verbal patterns and body language to earn 
: your foe’s utter trust, hypnotize your prey, interro- 
gate using unbeatable psychological methods and 


% PALADIN BEST-SELLER * 
THE BLACK SCIENCE 


i ¢ THE THE WAT AND THE POWER much more. 5 x 81%, softcover, illus., 190 pp. 
7 aw. AY We: Secrets of Japanese Strategy #BLACKS $25.00 
ii AND THE by Fredrick J. Lovret 
if POW E R Explore the diverse aspects of Japanese strategy, = 
BD sepeentcaten including inyo, michi, ki and sutemi, and their use on re | eBOOK kK) INCE 
E —. the battlefield and in business. 5'/2 x 8'/2, softcover, 
E photos, illus., 324 pp. 
3 ) a es HWAY $36.00 : _ = CUTTING TARGETS WITH 
ry = if &4 y 2 THE JAPANESE SWORD 


Practical Tameshigiri and Battodo 
for the Modern Swordsman 
by Richard W. Babin, MD, 
with Sensei Bob Elder 

Detailed description and lavish illustrations 
depict the arts of test cutting (tameshigiri) and 
swordsmanship (battodo), as well as teach mod- 
ern swordsmen how to rehabilitate a military 
sword, including straightening, sharpening and 
polishing the blade and making a new handle and 
scabbard. 8’ x | |, softcover, photos, illus., 328 


Fredrick r. Lovret 
a ( K) KINDLE 
a 


THE ULTIMATE STREETFIGHTER 
Kelly Worden’s Natural Spirit: The Way 
of Renegade Jeet Kune Do 
with Datu Kelly S. Worden 

Kelly Worden’s Natural Spirit is what Bruce 
Lee’s jeet kune do was meant to be:a martial 
art attitude geared toward combining sound 
martial arts technique with street-proven tac- 
tics to develop one’s own personal fighting 
ability. Color, approx. 180 min. This title is also: : 
available for download as a DVD On Demand.  -sesssssesssssssessesesreseesessesresecaesssseesuceesessesseseesesateaesscsessecaesesseaussesnenseassecarsareassesseegesnss : 
#USDVD 2-Disc Set: $19.95: 4 


ULTIMATE COMBAT 
CONDITIONING: THE VIDEO 
The Street Warrior’s Guide 

to Fighting Fitness 

with Sensei Mike Reeves and 
Robert G. Yetman Jr. 

Mike Reeves’ unique “Superman” conditioning 
system will help you develop explosive speed and 
natural body armor that will protect you against 
the most vicious strikes and kicks. Color, approx. 


THUNDERSTRIKES 

: How to Develop One Shot, One Kill Striking Power 

: with Sensei Mike Reeves and Robert G. Yetman Jr. 

: World breaking champion Mike Reeves integrates the most effective ele- 

: ments of his experience in the dojo and as a corrections officer into a condi- 
: tioning program for developing the one-shot, one-kill striking power for use 

: in the ring and on the street. Color, approx. 35 min. This title is also available 
: for download as a DVD On Demand. 


: #TSTRIKESDVD $19.95 65 min. This title is also available for download as 
i : a DVD On Demand. i 
? HAPKIDO HOSHINSUL : aiid ih ; 


: The Explosive Korean Art of Self-Defense fsesseevsseenseovnneesnsnovnsecnneeensecensonneesuneeensroenesennesvnssonneseneesvacernacoonerevnnnssnets 
: with Alain Burrese i ULTIMATE COMBAT CONDITIONING: 
: Alain Burrese learned hapkido at one of the premier schools in South FOR THE STREET WARRIOR 

Korea and tested its effectiveness as a bouncer and security specialist in the by Sensei Mike Reeves & 

i toughest Gl bars in Asia. Color, approx. 80 min. This title is also available for Robert G. Yetman Jr. 

: download as a DVD On Demand. These hard-core exercises don’t require a 


#HHDVD $19.95 gym or high-tech equipment. 8/2 x | |, softcover, 
teeta cvistsotidas tid seats guotiossut ip ae Aa a iene teceananan ado photos, 110 pp. 

: HAPKIDO CANE mone Peay 

: Big Stick Fighting fi the Dojo to the Street : 

ig ic : ighting from the Dojo to the Stree’ ( VQ KINDLE 

: with Alain Burrese a 

: An often misunderstood but potentially deadly weapon,the caneisoneof fo 


: the few self-defense weapons you can take anywhere, no matter what level of 
: security you are facing. Maximize your combative use of the cane by stripping 
: away the flashy martial arts moves; utilizing the rapid, vicious strikes that take 


SAVE $10.45 WHEN YOU BUY 
ULTIMATE COMBAT CONDITIONING:THE VIDEO AND 


i) 1 
I 1 
i) i] 
it 1: 
Pm mA 
: advantage of the cane’s size and heft, and then transitioning seamlessly into : , ULTIMATE COMBAT CONDITIONING FORTHE STREET ' : 
: brutal combinations of striking and blocking. Color, approx. 150 min. This title , WARRIOR - 
: is also available for download as a DVD On Demand. | HUCCSETDVD $31.50! 
: #HAPCDVD 2-Disc Set: $39.95 : | For retail sales only. ! 
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%& PALADIN BEST-SELLER * 


THE ENCYCLOPEDIA OF DIM-MAK 


The Main Meridians 


by Erle Montaigue and Wally Simpson 


Encyclopedia 
D im-M ak 


Based on the 
acupuncture points 
and the energy chan- 
nels of the body, the 
ancient Chinese art 
of dim-mak, or 
death-point striking, 
can be used to maim 
or kill as well as to 
heal. Until now, mar- 
tial artists have had 
to rely on the points 


and how they worked. This essential reference 
covers the |2 main energy meridians, giving the 
exact locations, effect of striking them from 
every directions, set-up points for enhancing the 
effect of the major point strike, antidotes and 
healing applications. 8'/2 x | 1, softcover, photos, 


illus., 430 pp. 
#DME 


SAVE $20.50 WHEN YOU BUY 


THE 2-VOLUME 


ENCYCLOPEDIA OF DIM-MAK SET 


#DMESET 


; DIM-MAK’S 12 

: MOST DEADLY 

: KATAS 

: Points of 

: No Return 

: by Erle Montaigue 

: A shortcut to pre- 
: cise training in 12 

: deadly dim-mak pat- 
: terns, and how to 

: apply the techniques 
: to common attacks. 
: 5’ x 8A, softcover, 

: photos, illus., 222 pp. 
: #DM $27.00 


(Fa xinote 
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$61.50 


For retail sales only. 


ime BBecn 


: ULTIMATE 

; DIM-MAK 

: How to Fight a 

: Grappler and Win 
: by Erle Montaigue 


Find out how to 


apply five foolproof 

: “sleeper holds” from 
: dim-mak to counter 

: any move a grappler 

: might use. 52x 8, 
: softcover, photos, 

: illus., 256 pp. 
: #UDM 


i (2@kinote 


: techniques for street 


: #SDMDVD 


THE ENCYCLOPEDIA OF DIM-MAK 
The Extra Meridians, Points, and More 
by Erle Montaigue and Wally Simpson 

This companion 
volume covers all 
the extras: the 8 
extraordinary 
meridians, the extra 
and new points, and 
invaluable insight 
that one might only 
hope to gain after 
years of training 
with a master. 8/2 x 
I 1, softcover, photos, 
illus., 136 pp. 
#DME2 $27.00 


(2Qkinote 


ADVANCED 


ADVANCED DIM-MAK 
DIM-MAK : Death-Point 

The Finer Points 3 Striking 

of Death-Point : by Erle Montaigue 
Striking i Erle Montaigue 
by Erle Montaigue : reveals the deadly 


Advanced dim-mak strikes to vital 


: acupuncture points 
: that make up dim-mak. 
i 5'4 x 8'/, softcover, 


survival. 5 x 8Y, 
softcover, photos, 


See the power of 
dim-mak through 
actual knockout blows 
so that you can learn 
the proper angle, 
direction and hand 
positioning for each acupoint strike. You will also 


illus., 326 pp. : photos, illus., 240 pp. 
#ADM $39.00 : #DIM $27.00 
( K) KINDLE 
oY 
pani 
OF DIM-MAK 
An Instructional 
ie Video 
by Erle Montaigue 


nt Ee Moretrue 


: discover how to summon explosive animal 


37.00 
° : dim-mak arsenal. Color, approx. 94 min. This title 


power to master the deadliest strikes in the 


is also available for download as a DVD On 
Demand. 
$29.95 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


: #HMA 


| HGHTING 


fied OLA 


THE BOOK 

OF DIM MAK 

Revised and Expanded 
by A. Flane Walker and 
Richard C. Bauer; 
foreword by Erle Montaigue 

The revised and expanded edition of The 
Book of Dim Mak (originally titled The Ancient 
Art of Life and Death) is a holistic examination 
of dim mak as both a 
martial and a healing art. 
This modern supple- 
ment to the classical 
texts preserves the in- 
tegrity of the traditional 
teachings while tearing 
down the walls of mys- 
tery and intrigue that 
surround the art. 

This new edition con- 
tains expanded sections on the history of dim 
mak and the science of applied trauma, as well as 
all-new parts on the governing vessel (including 
unpublished material on GV 12 from the late Erle 
Montaigue) and conception vessel. Also included 
for the first time are images of the Warrior Monk 
and a very rare medallion from the Song Dynasty 
that documents the connection between the mar- 
tial and medical aspects of dim mak. 8 2x II, 
softcover, photos, illus., 318 pp. 
#AALD3 


REVISED AMD EXPANDED 


$40.00 


: HOMEMADE MARTIAL ARTS 
; TRAINING EQUIPMENT 

: A Do-It-Yourself Guide 

: by Michael D. Janich 


If you've priced commercial martial arts equip- 


: ment lately, you know you could easily spend a small 

: fortune amassing the gear needed for effective at- 

: home training — and still not have exactly what you 

: need. The good news is that you can make your 

: own martial arts equipment for a fraction of the : 
: cost. Learn how to construct heavy bags, speed bags, 
: focus pads, sparring weapons — even a wooden 

: training dummy. 8'/2 x | |, softcover, photos, illus., 


112 pp. ; 
$22.00 : 


FIGHTING POWER 
How to Develop 
Explosive Punches, 
Kicks, Blocks, 
and Grappling 
by Loren W. 
Christensen 

Combine the most up- 
to-date techniques with 
classic exercises to increase 
flexibility and striking 


i power, use resistance exercises to make you quicker 

: and stronger, and use body mechanics to double your : 
: power to defend yourself. 5'/2 x 8'/2, softcover, photos, : 
? 248 pp. : 
: #FIGHTING 


(PQ xinote 


$29.00 | 


U.S. RETAIL ORDERS 1.800.392.2400 


MARTIAL ARTS 


STREETFIGHTING TITLES BY MASTER HE] LONG 


EXTREME JOINT 

LOCKING 

AND BREAKING 

Restraint and 

Submission 

Techniques for 

the Street 

by Loren W. 

Christensen 

This book isn’t about 

sport fighting, flashy 
moves or becoming a better person. It presents 
highly efficient, legally defensible grappling tech- 
niques designed to restrain through the application 
of pain to the joints of the body. Its purpose is to 
provide today’s self-defense-oriented martial artist, 
combat soldier or law enforcement officer with 
easy-to-apply techniques that first restrain and then, 
if taken to their maximum potential, inflict severe 
physical injury. 5/2 x 8'/2, softcover, photos, 204 pp. 
#EJL 


THE COMPLETE 
PUGILIST 
The Definitive Guide 
to Old-School 
Boxing, Dirty 
Boxing, and the 
Sweet Science 
by Mark Hatmaker 
Focusing on the 
basics of footwork, ring 
generalship and body 
movement to keep your opponent from landing a 
punch, Mark Hatmaker provides detailed instruc- 
tion in every major aspect of boxing. Learn how 
to put together the most effective combinations 
to maintain an unbeatable offense. Color, approx. 
600 min. This title is also available for download 
as a DVD On Demand. 


#PUGDVD 6-Disc Set: $159.95 


EXTREME 
BOXING 
Hard-Core Boxing 
for Self-Defense 
with 
Mark Hatmaker 

A collection of sav- 
age punches, head- 
butts, elbows and 
stomps, as well as 


with Mark Battoaiier 


instructions for putting i 
i only have that defense, you'll be armor plated. 

: Color, approx. 150 min. This title is also available 
i for download as a DVD On Demand. 

: #APDVD 
$39.95 : 


: them all together with punching combinations 
: and drills to devastate even the toughest oppo- 
: nent. Color, approx. 126 min. This title is also 
: available for download as a DVD On Demand. 
: #EBDVD 


U.S. RETAIL ORDERS 1.800.392.2400 


Weaknesses of the 
Human Anatomy 


#DRAG 


GUGE GONGJI 


#GUGE 


#ADVDRAG 


(% KINDLE 


DRAGON’S TOUCH 


Learn how you can immobilize or destroy your foe with high-impact blows to 
his most vulnerable areas. Master Hei Long shows which pressure points are the 
most susceptible to Dragon strikes and which angles to use in applying force. The 
human body’s 43 major target areas are explicitly illustrated in this masterful 
manual. 5'/2 x 8'/, softcover, photos, illus., 184 pp. 


$22.00 


Seven Primary Targets to Take 
Anyone Out of a Fight 

Structurally disabling an opponent is like removing the bullets from 
his gun. He can’t throw a punch at you with a broken wrist, and his 
ability to advance is reduced by a busted ankle. That is the essence of 
guge gongji: stopping an attacker by breaking his instrument of danger. 
5'/ x 8'/, softcover, illus., 188 pp. 


$22.00 


ADVANCED DRAGON’S TOUCH 
20 Anatomical Targets and Techniques 
for Taking Them Out 

In this sequel to Dragon’s Touch, Master Hei Long makes the point that 
the most dependable defense is reliance on one’s own ability in hand-to-hand 
combat. He outlines 20 pressure points that are crippling or even lethal 
when used as targets of counterstrikes. 5'/2 x 8’, softcover, illus., 276 pp. 


$29.00 


Master Hei Long is one of the pioneers of adapting martial arts skills for the street. He is the author of 


nine books for Paladin Press. 


ARMOR PLATED 
The Encyclopedia of 
Defensive Skills for 
NHB and the Street 
with Mark Hatmaker 
Using the most effec- 
tive defensive tactics 
from both stand-up 
fighting and wrestling, 
Mark Hatmaker teaches 
basic techniques that 


: work against any strike and then moves into the 
: specifics of defending against punches, blocking 
: kicks and even stopping elbows, knee strikes and 
: headbutts. If you want to be a true fighter, you 


need a good defense. With this video, you'll not 


? STREET CHIN NA 

i Joint Locking and Bone Breaking 
i: Techniques for the Street 

: with Willie “The Bam” Johnson 


Award-winning mar- 
tial artist and self- 
defense expert Willie 
“The Bam” Johnson 
shows you how to 
exploit the weak parts 
of the human body, not 
through the arcane art 
of pressure points and 
acupuncture, but using 
body mechanics and 


: joint manipulation. This brutal video teaches you 
: how to take the street predator apart joint by 

: joint. This package includes the Chin Na/Street 
; Combat Fusion program, a bonus DVD combin- 
2-Disc Set: $39.95 : 
i programs into a fighting system that combines 

: street attitude and devastating technique. Color, 
: approx. 130 min. This title is also available for 

! download as a DVD On Demand. 

: #SCNDVD 


ing his Street Chin Na and Street Combat fighting 


2-Disc Set: $39.95 | 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 35 


MARTIAL ARTS 


THE FIGHTING FORMS 
OF KUNTAO-SILAT 
WORKBOOK 


wilh Geb Orlandy 


with Bob Orlando 


THE FIGHTING FORMS 


OF KUNTAO-SILAT 


with Bob Oriando 


#FORMDVD 


fe eBOOK 


THE FIGHTING FORMS OF KUNTAO-SILAT 


This forms video is nothing like any form you've ever seen. Rather than 
showing you a dry collection of martial arts moves that have no basis in real- 
world combat, best-selling author Bob Orlando and Paladin Press have put 
together a video that teaches hard-core fighting skills in a format that’s easily 
learned, repeatable and practical. 

Drawn from the best elements of the Indonesian combat art of kuntao- 
silat, this video shows you the only two forms you'll ever need: Enam Matjan 
and Elbow Exercise. Both teach the important combat basics of angle, leverage 
and body positioning to win any fight. Includes a 46-page workbook on Enam 
Matjan and Elbow Exercise. Color, approx. 185 min. This title is also avail- 
able for download as a DVD On Demand. 


2-Disc & Workbook Set: $69.95 


THE FIGHTING FOOTWORK OF KUNTAO AND SILAT, VOLUMES I-4 
A Complete Guide to the Tactical Legwork of Kuntao, Silat, and Kuntao-Silat 


with Bob Orlando 


One of the most distinctive aspects of the Indonesian martial arts is its destructive legwork.While a kun- 


tao or silat practitioner's hands are busy parrying, trapping and striking, his legs are applying their own tac- 
tics to trap, unbalance and destroy an opponent's lower body. Bob Orlando spent years analyzing Indone- 
sian legwork and organizing it into a true martial science. All volumes in this series are also available for 


download as DVDs On Demand. 


VOLUME | 

The first two langkahs of Orlando's system. 
Critical elements of silat, kuntao and hybrid kun- 
tao-silat legwork and the mechanics of trapping 
and unbalancing an opponent with your legs. 
Color, approx. 90 min. 


VOLUME 2 

Mechanics of the third and fourth langkahs. 
Learn the subtleties of their silat, kuntao and kun- 
tao-silat variations ,as well as how to coordinate 
your upper-body technique with traps, grinds, 
knee-wrenches and off-balancing maneuvers.Color, 
approx. 65 min. 


REFLEX ACTION 


REFLEX 


WITK ROE ORLANDO 


with Bob Orlando 


Training Drills to Fighting Skills 


} VOLUME 3 


How to integrate the critical skills of langkahs 


? 1-4 of his kuntao-silat system into langkahs 5 
: and 6, the most advanced drills of the art. Color, 
: approx. 75 min. 


i? VOLUME 4 


Muscle-burning exercises and drills to develop 


? the strength and stamina necessary to employ 

: kuntao-silat footwork effectively in combat * How 
to integrate strength training with reflex and 

? technique practice through revolutionary training 
? methods. Color, approx. 60 min. 

? HFOOTKITDVD 


4-Disc Set: $69.95 


THE FIGHTING 
FOOTWORK OF 
KUNTAO AND SILAT 
WORKBOOK 
with Bob Orlando 

The footwork of kuntao and silat is designed 
to interrupt an adversary’s ability to continue at- 
tacking. It breaks the enemy’s inertia, balance, 
bones, and will to continue the fight, rendering ; 
him without a base from which to operate, in the 
most definite and brutal of fashions. ; 

The Fighting Footwork of Kuntao and Silat 
Workbook, an enhanced eBook, was designed 
primarily as a companion to Bob Orlando’s 
Fighting Footwork of Kuntao and Silat video 
series. The video clips, text and illustrations con- 
tained in the workbook 
assume you have the 
video or are at least 
familiar with the infor- 
mation in the video. This 
digital workbook is 
more portable than the 
four-volume video set, 
and it covers details not : 
addressed in the video — : 
like how to protect your : 
knees when having to use that extremely effec- 
tive legwork smash. 

With this digital workbook, you can easily 
locate the specific langkah drill you wish to prac- 
tice, following both written and illustrated in- 
structions. As a bonus, the embedded video clips 
show you in both slow motion and real time how 
selected moves are executed for optimal effect. 
The Fighting Footwork of Kuntao and Silat 
Workbook is your key to mastering these valu- 
able skills. Compatible with Apple iPad and iPhone 
and Windows Surface Pro at this time. This workbook 
is also available as a PDF. 
#FFOOTE 
#FFOOTPDF 


$10.95 : 
$8.95 : 


fe ENHANCED eBOOK 


FIGHTING ARTS OF INDONESIA 


Combat Secrets of Silat and Kuntao 
with Bob Orlando 


This video brings the teachings of Indonesian? 
Fighting Fundamentals to life. Discover how con- } 
cepts such as adhesion, whiplash, gyroscopic rota- 
tion, seating and shearing can be used to maximize 
the body’s fighting potential and destructive power, 
as well as how these principles can be applied with 
devastating effect against common street attacks. 
Color, approx. | 10 min. This title is also available 
for download as a DVD On Demand. 
#FIGHTDVD 


Real martial artists know that you will fight the 
way you train, so you must train the way you want 
to fight.And the best way to fight well is with func- 
tional, conditioned reflexes. In this video produc- 
tion, long-time kuntao-silat and Chinese kenpo 
practitioner Bob Orlando teaches how to use 
partner and solo training drills to develop real 
fighting skills. In his methodical, no-nonsense style, Orlando give you nothing 
but the “the good stuff”—-simple, practical flow drills that are specifically 
designed to program true combative skills into your muscle memory. Color, 
approx. 160 min. This title is also available for download as a DVD On 


Training Drills te Fighting Skills 


Demand. INDONESIAN FIGHTING FUNDAMENTALS 
#REFLEXDVD 2-Disc Set: $49.95 The Brutal Arts of the Archipelago : 
BN Ns by Bob Orlando 


| SAVE $18.00 WHEN YOU BUY 
| FIGHTING ARTS OF INDONESIA, AND 


Get a deeper understanding of the self-defense 
applications of the Indonesian fighting arts by 
exploring their underlying principles. 8'2 x | 1, 


1 

i 

1 
| INDONESIAN FIGHTING # softcover, photos, illus., 200 pp. ; 
! FUNDAMENTALS 3 #IFF $42.00 : 
| #IFFSETDVD $53.95 | : 
1 For retail sales only. } (Z@kinote 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com U.S. RETAIL ORDERS 1.800.392.2400 


MARTIAL ARTS 


TITLES FROM CHRISTOPHER J. PETRILLI 


SECRETS OF 
PANGAMOT 
The Brutal Filipino 
Art of Unarmed 
Combat 

Pangamot is the Fil- 
ipino fighting art of 
unarmed defense 
against a knife or stick- 
wielding attacker. In 
this video, Christopher 
Petrilli gives you an inside look at an art that takes 
no prisoners, focusing his training on the “three 
Ds”: defend, disarm and disable. That means he 
shows you how to get inside your armed attacker 
and stop him immediately with a series of brutal 
strikes. Color, approx. 300 min. This title is also 
available for download as a DVD On Demand. 
#PANGDVD 3-Disc Set: $59.95 
CUTTING 
THE LINES 
The Vicious 
Compression 
Locks of Doce 
Pares Eskrima 

Building on informa- 
tion presented in 
Crashing the Lines, 
this video goes into 
greater detail, showing 
you a new series of locks, throws and chokes that 
will give you the upper hand no matter what 
position you find yourself in the thick of a fight. 
Color, approx. 180 min. This title is also available 
for download as a DVD On Demand. 
#CUTDVD 


The Brutal Filipine Art 
of Unarmed Combat 


The Vicious Compression Locks 
of Doce Pares Eskrima 


with Christopher J. Petrilly 


BATTLEFIELD 
PANKRATION: 
THE BOOK 

When Jim Arvanitis 
resurrected the ancient 
Greek art of pankra- 
tion and updated it 
with the most effective 
techniques from other 
combative systems, he 
: developed what many 
: acknowledge to be one of the world’s first mixed 
: martial arts. Now, Arvanitis has revived the lost 
: art of pammachon, or “battlefield pankration” — the 
: military predecessor of pankration that takes the 
: art out of the sporting arena and into the streets. 
: 8' x I, softcover, photos, illus. 260 pp. 
: #BPANK 


BATTLEFIELD 
PAN BRATION 


UETHAL PERSONAL COMBAT FC 


$30.00 


SAVE $30.00 WHEN YOU BUY 


I 

I 

i 
: | BATTLEFIELD PANKRATION: THE BOOK 
: | AND THE VIDEO 
: | #BPANKSETDVD $89.95 
i 
i 


For retail sales only. 


U.S. RETAIL ORDERS 1.800.392.2400 


2-Disc Set: $49.95: 


CRASHING 
THE LINES 
The Art and 
Science of Doce 
Pares Eskrima 
Christopher J. Petrilli 
has distilled his knowl- 
edge of Japanese aikido, 
Indonesian silat and Fil- 
ipino Doce Pares eskri- 
ma into an elevated sys- 
tem of stick fighting that 
goes far beyond anything 
previously captured on 
video. In this three- 
volume set, he will teach 


== i 


Hines 


j you how to move from largo to mano range to the 
: close-in fighting, sinawali patterns, disarming and 

? maneuvering techniques and much more. Color, 

: approx. 305 min. This title is also available for 

: download as a DVD On Demand. 

: #CRASHDVD 


3-Disc Set: $69.95 


See page 77 for Slashing the Lines, 
also by Christopher Petrilli. 


SAVE $42.90 WHEN YOU BUY 


CRASHING THE LINES, 

CUTTING THE LINES, 

AND SLASHING THE LINES (PAGE 77) 
#CRASHSETDVD _ 7-Disc Set: $126.95 


i 
i 
I 
i 
I 
i 
i 
I 
1 
I 
i 
/ i 
For retail sales only. ; 
i 


BATTLEFIELD 
PANKRATION: 
THE VIDEO 
Lethal Personal 
a | Combat for the 
aw ' Street 
In this new look at 

the modern applica- 
tions of the ancient 
Greek martial art, Jim 
Arvanitis combines 


= 


BATTLEFIELD 
PANKRATION & 
THE VIDEO 


% AAR 
c OLS 


: the basic anatomy of high-risk altercations, 

: awareness of potential assault methods and the 

: phases of engagement into a devastating personal 
: combat arsenal. Color, approx. 400 min. This title 
} is also available for download as a DVD On 

: Demand. 

: #BPANKDVD 


SAVE $19.00 WHEN YOU BUY 
PANKRATION AND 


#PANKSETDVD $57.95 


For retail sales only. 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


5-Disc Set: $89.95 ; 


! ; #PANKDVD 


DRAWING 
THE LINES 
with 
Sherril Johnson 

Are you looking 
for the right Filipino 
stick-fighting tech- 
niques to enhance 
your training? In this 
video, Guro Sherril 
Johnson shows you 
how to build a thorough foundation based on 
comprehensive, easy-to-learn drills meant to maxi- 
mize your strength and agility. Packed with figure- 
eight, abaniko, thrusting and flow drills, each sys- 
tematically dissected and reviewed, this video 
teaches you high-speed strikes that can be burned 
into your muscle memory and automatically 
accessed when you need them. Includes a special 
appearance by Grandmaster Christopher Petrilli. 
This is the place to start for practical, realistic 
stick-fighting techniques. Color, approx. 175 min. 
This title is also available for download as a DVD 
On Demand. 
#DRAWDVD 


DRAWING THE 


2-Dise Set: $39.95: 


SECRETS OF LIGHTNING 
SCIENTIFIC ARNIS 
The Dynamic Filipino Art of Self-Defense 
with Alfredo “Rico” L. Acosta 

Learn the Thirteen Lethal Strikes of Lightning Sci- 
entific Arnis (LSA) and their accompanying blocks, 
how to combine them with body angling and foot- 
work to yield a series of high-speed flow drills, and 
the Twelve Fighting Methods. Color, approx. 95 min. 
This title is also available for download as a DVD 
On Demand. 


#ARNISDVD $19.95 


: PANKRATION 
: The Traditional Greek Combat 
: Sport and Modern Mixed Martial Art 


Learn pankration from Jim Arvanitis, the world’s 


leading authority of the legendary Western com- 
i bat art. 8'2 x I 1, softcover, photos, illus., 160 pp. 
: #PANK 


$27.00 : 


SECRETS OF 
PANKRATION 
Pankration is 
believed to be the 
world’s first fighting 
art. In this three-vol- 
ume video set, Jim : 
Arvanitis, the father of } 
Modern Pankration, i 
teaches you pankra- 
tion’s brutal stand-up 


; fighting skills, then moves to its punishing locks 

j : and ground skills, and finally demonstrates how 

; | to combine them into a formidable mixed martial : 
SECRETS OF PANKRATION A : 

| ; art. Color, approx. 350 min. This title is also avail- 

1 

i] 


: able for download as a DVD On Demand. 


4-Disc Set: $49.95 
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SNAP, NO TAP! 


Catch Wrestling for Streetfi ee and Self-Defense with Tony Cecchine 


VOLUME ONE: 
FUNDAMENTALS 

Learn the vitals of 
stance and footwork 
that will keep you sta- 
ble enough to throw a 
powerful punch, but 
mobile enough to foil 
a takedown attempt. 
From there, discover 
the penetration step 
that will put you in perfect position for a take- 
down or throw, as well as how to turn pummel- 
ing into an effective tool to develop superior 
hand placement and dominant body positioning. 
Color, approx. 90 min. This title is also available 
for download as a DVD On Demand. 
#SNTIDVD 


$19.95 


VOLUME TWO: 
TAKEDOWNS 
AND THROWS 
This video teaches 
you how to put some- 
one onto the pave- 
ment and keep him 
there without com- 
promising your bal- 
ance. You will also 
learn how to perform 
fireman’s carries and the duck under, one of catch 
wrestling’s least understood but most powerful 
moves, and how to execute throws from various 
positions that can cause serious injury or even 
death. Color, approx. 130 min. This title is also 
available for download as a DVD On Demand. 


VOLUME THREE: 
HAND FIGHTING 
AND TAKEDOWN 
DEFENSES 

Hand fighting is the 
true grappler’s way of 
both achieving an 
unbreakable grip and 
breaking the grip of 
any opponent, no 
matter how strong he 


: is. Cecchine demonstrates catch’s most effective 
? takedown defenses, showing you how to stay on 
: your feet in a real-life violent encounter and 

: avoid being slammed to the pavement. Color, 

: approx. 100 min. This title is also available for 

? download as a DVD On Demand. 
: #SNT3DVD 


VOLUME FOUR: 
STRIKING 

There’s more to 
catch than grappling, 
and to be effective on 


have your striking 
game wired tight; this 
video will teach you to 
do that. First you'll 
perfect your punch by 


learning how to properly roll a fist to minimize 

: or eliminate hand injuries; proper body mechan- 
i ics to derive maximum power; and the bread- 

: and-butter jab, hook and uppercut. Then you'll 

? see how to develop your close-range weapons 


$39.95 : ground. This video teaches you how to master a 


? series of rapid escape and reversal techniques, 
seecttuntistiustiutiuntiustiiusiniusiiiisiesnn _ develop maximum power when striking on the 
? ground whether you're on your back or on top, 
? and administer vicious ground submissions 
: designed to cripple your opponent and end the 
? fight quickly. Color, approx. 240 min. This title is 
: also available for download as a DVD On 
? Demand. 


the street, you need to ? #SNT6DVD 


: VOLUME FIVE: 
: STANDING SUBMISSIONS 


When you can’t afford to take your opponent 


? to the ground, Cecchine teaches the crippling 

: double wrist lock (shown for the first time on 

: video in its most effective form), the figure-4 

: front choke and front face lock, the rear naked 

? choke that will have your attacker unconscious 

: in mere seconds, the brutal side head lock and 

: the true full nelson. Color, approx. 140 min. This 
: title is also available for download as a DVD On 
: Demand. 

? #SNT5DVD 


2-Disc Set: $39.95 


i? VOLUME SIX: 
? GROUNDFIGHTING 


Prevail in any encounter that ends up on the 


3-Disc Set: $59.95 


i? VOLUME SEVEN: 
; DRILLS, PAIN TOLERANCE, 
: AND MENTAL CONDITIONING 


Get the skills you need to survive any street 


? encounter whether you're on your feet or on the 
? pavement. You'll learn to condition your body and 
: burn in catch’s fundamental techniques, withstand 
: the searing agony of such submissions as the dou- 
? ble wrist lock and heel hook long enough to effect 


PISMO) IE 2-Disc Ses:$4775 and Kicks: Color approx 160'nun, Thismarie ts ? a counter or reversal, and attain the mind-set of a 
also available for download as a DVD On : : en 
: : true streetfighter. Color, approx. 80 min. This title 
: Demand, : is also available for download as a DVD On 
: #SNT4DVD 2-Disc Set: $49.95 : 
: : Demand. 
: #SNT7DVD $19.95 


SAVE $79.70 WHEN YOU BUY 
THE 7-VOLUME SET 


#SNTSETDVD 


FUNDAMENTALS, TAKEDOWNS AND THROWS; HAND FIGHTING AND TAKEDOWN DEFENSES; 
GROUNDFIGHTING; AND DRILLS, PAIN TOLERANCE, AND MENTAL CONDITIONING 


| This set is also available for download as DVD On Demand. 


T.A.C.S.A.F.E. 


Practical Filipino Kuntao Defenses 
Against Firearms and Edged Weapons 
with Professor Rick Hernandez : 
Tactical Awareness and Control Strategies i i 
Against Firearms and Edged Weapons is a : 
dynamic program of empty-hand weapon 
defenses based on the combat-proven tech- : 
niques of Filipino kuntao. Rick Hernandez was a : 
senior student of Florendo “Professor Vee” Vis-_ 


* 


WETH RICK HERNANDEZ 


itacion. Color, approx. 150 min. This title is also 
available for download as a DVD On Demand. 


#TACDVD 
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2-Disc Set: $19.95 : 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


STRIKING; STANDING SUBMISSIONS; 


$199.95 | 
For retail sales only. : 


FILIPINO KUNTAO 
The Art of Jing Shen Jie Fang 
“Free Spirit” Fighting 
with Professor Rick Hernandez 

This brutally effective fighting art combines the 
crippling low-line kicks of Filipino sikaran with 
the dynamic footwork and punishing rapid-fire 
strikes of the Chinese martial arts. Color, approx. 
150 min. This title is also available for download 
as a DVD On Demand. 


#FKDVD 2-Disc Set: $29.95 


U.S. RETAIL ORDERS 1.800.392.2400 


MARTIAL ARTS 


MARK HATMAKER, THE “PROFESSOR OF GRAPPLING” 


SAVE $29.95 WHEN YOU BUY 1 


BEYOND BRAZILIAN JUJITSU 
Redefining the State of the Art 
in Combat Grappling 

In this video, Western martial artist Mark Hat- 
maker takes a critical look to see how Brazilian 
jujitsu stacks up against the techniques of West- 
ern scientific wrestling. Hatmaker provides a 
point-by-point analysis of more than a dozen of 
BJJ’s most popular techniques, revealing some of 
the little-known weaknesses of jujitsu’s tech- 
niques and how to easily counter them with sim- 
ple wrestling moves. Color, approx. |20 min. This 
title is also available for download as a DVD On 


Demand. 
#BBJDVD 


BEYOND BRAZILIAN JUJITSU II 
Escaping, Countering, and 
Defeating a Formidable Combat Art 
While the first volume in Mark Hatmaker’s 
best-selling Beyond Brazilian Jujitsu series 
focused on the differences in approach from 
Western wrestling to Brazilian jujitsu, this explo- 
sive video production from Paladin Press specifi- 
cally addresses how to defeat B]]’s formidable 


combat arsenal using Western scientific wrestling. 


This is a collection of escapes and counters to 
Brazilian jujitsu’s most effective moves, taught 
with Hatmaker’s typical attention to detail and 
specificity. Color, approx. 150 min. This title is 
also available for download as a DVD On 
Demand. 
#BBJ2DVD 


BEYOND BRAZILIAN JUJITSU AND 


#BBJSETDVD 


1 
1 

1 I 

1 ues 
1 i: 
] BEYOND BRAZILIAN JUJITSU II j i 
| I 
1 

1 


$89.95 


THE COMPLETE GRAPPLER 
The Definitive Guide to Fighting and Winning on the Ground 


What do you really need to know to be a good 
grappler? Mark Hatmaker has dedicated his life 
to the research and practice of the world’s 

wrestling systems and boiled that answer down 


to 380+ essential skills that form the core of The i 


Complete Grappler. Through more than 10 
hours of video and a fully illustrated companion 
workbook, Hatmaker presents detailed instruc- 
tion in every technique of the system and reveals 
how they collectively create the strategies and 
tactics of true scientific wrestling. You will learn 
not only the fundamentals but all the ins and 


outs and tricks of the trade of Hatmaker’s highly acclaimed approach to the 


grappling arts. 


Primarily new material not in his other videos, this turnkey course is not 


only the most exhaustive one-stop source of practical grappling information i 


ever compiled, it is a landmark achievement in the history of the wrestling 
arts. Color, approx. 10 hours, 496-page workbook. 


#CGSETDVD 


U.S. RETAIL ORDERS 1.800.392.2400 


6-Disc Set and 
Workbook: $199.95 i 


2-Disc Set: $59.95: 


A Groppler’s Guide to Getting 
from the Guerd to the 


Top Game 


GREAT ESCAPES 
Beating the Grappler at His Own Game 

In this video, Mark Hatmaker demonstrates 
dozens of escapes and counters to submissions, 
pins and rides. But,more importantly, he shows 
you how to put these moves together into com- 
binations. Just as you chain your offensive moves, 
you must learn to chain your defenses to react 
fluidly to your opponent's onslaught. In Great 
Escapes you will learn how your opponent is 
going to flow so you can think three or four 
defensive movements ahead.Whether you're a 
grappler looking to cover every base or a non- 
grappler who's realizing that his game is incom- 
plete, this DVD will teach you new ways to get 
out of bad situations. Color, approx. 360 min. 
This title is also available for download as a DVD 
On Demand. 


#GESCDVD 4-Disc Set: $89.95 


CLEAN SWEEPS 
A Grappler’s Guide to Getting from the 
Guard to the Top Game 

Mark Hatmaker explodes the common myth 
that the guard is a position of strength and 
shows you how to get from the guard to the top 
game. He shows why you want to be on top so 
that your strikes have greater force and your 
submissions are more likely to succeed. Then he 
gives you 100 different techniques to get out of 
the guard position and turn the tables on your 
opponent. Color, approx. 180 min. This title is 
also available for download as a DVD On 
Demand. 


#CLEANDVD 2-Disc Set: $39.95 
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with a Thrawing Outimy 


Mark Hatmakur 


SILENT PARTNER 
AVideo Guide to Solo Training 
with a Throwing Dummy 

Mark Hatmaker teaches you conditioning 
exercises you can do on a throwing dummy that 
not only build endurance but also burn basic 
grappling skills into muscle memory. Color, 
approx. 185 min. This title is also available for 
download as a DVD On Demand. 
#SPDVD 


FLOOR BAG 


wo 


“vn 


#SPS 


RKOUT 


SAVE $19.95 WHEN YOU BUY 
ILENT PARTNER AND THE FLOOR BAG WORKOUT 


ETDVD 


THE FLOOR BAG WORKOUT 
The Ultimate Solo Training 
for Grapplers and Groundfighters 

Find out how to use an ordinary heavy bag to 
tune your grappling skills, especially for tech- 
niques that are too dangerous to drill with a live 
partner. Color, approx. 85 min. This title is also 
available for download as a DVD On Demand. 
#FLOORDVD $29.95 


$59.95 
For retail sales only. 
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MORE TITLES FROM MARK HATMAKER 


THE ABCs OF NHB 
High-Speed Training for No-Holds-Barred Fighting 


No-holds-barred fighting is the most realistic and 
demanding combat sport in existence today, and it is 
also one of the few “sport” activities that effectively 
develops real-world self-defense skills. The key to suc- 
cess in NHB and on the street is being a total fighter. 
And the key to becoming that fighter is Mark Hat- 
maker's explosive new NHB training series. All vol- 
umes in this series are also available for down- 
load as DVDs On Demand. 


VOLUME |: 
EXTREME 
BOXING CHAIN 
DRILLS 

Twenty high-speed 
chain drills that consist 
of a prearranged 
sequence of strikes and 
counters that closely 
simulate the dynamics 
of a real fight while sci- 
entifically programming 
spontaneous combat 
reflexes. Color, approx. 
120 min. 


by Joe Louis 


x I 1, softcover, 64 pp. 
#JLBOX 


: STREETFIGHTING ESSENTIALS 

: Combining Western Boxing and Hapkido 
: into an Unstoppable Self-Defense System 
i with Alain Burrese 


: Alain Burrese teaches you how to blend the proven hand techniques of 
: boxing and hapkido’s devastating throws and kicks into a streetfighting system 
: that works. Color, approx. 150 min. This title is also available for download 


: as a DVD On Demand. 
: #SFEDVD 


IAIDO SWORD 


: Kamimoto-Ha Techniques of Muso Shinden Ryu 


: by Richard W. Babin, BS, MD 


#ABCIDVD $29.95 : 


JOE LOUIS’ HOW TO BOX 


This book explains the techniques Joe Louis 
successfully used in his storied boxing career. Pal- 
adin Press is pleased to offer this classic title, 
which was originally published in 1948, to a 
whole new generation of boxing enthusiasts. 8'/2 


: VOLUME 2: SHOOT AND 
; TAKEDOWN PROGRESSIONS 


The secrets of the shoot and double-leg take- 


: down — the most basic yet critical skill for all serious 
i mixed martial arts practitioners; little-known secrets 
i that will improve your stance, footwork, entries and 

? finishes and tremendously improve your shooting 

: skills; and the most effective counters to double-leg 

? takedowns. Color, approx. |20 min. 
: #ABC2DVD 


$29.95 


: VOLUME 3: GRAPPLING AND 
; SUBMISSION PROGRESSIONS 


The key to submission chains — a series of tech- 


: niques that combine joint-wrenching submission 

: holds into natural progressions.When applied in a 

: fight, they enable you to automatically apply the best 
i submission technique for the situation, as well as to 
: counter your opponent's counters. Color, approx. 

: 120 min. 

: #ABC3DVD 


$29.95 


SAVE $21.90 WHEN YOU BUY 


i] 

i 

| 
THE ABCs OF NHB:VOLUMES |I-3 j 
#ABCKITDVD $67.95 | 
For retail sales only. | 

i 
I 


$12.00 


2-Disc Set: $29.95 ; 


All the practical and theoretical information needed to pursue a formal 
i study of the classical Japanese martial art of iaido. 8'/ x ||, softcover, pho- 


: tos, illus., 268 pp. 
: #1S2 


( K) KINDLE 


40 


$50.00 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


BUSTING 
THE LEGS 
Going Offensive 
Inside the Guard 

A veritable encyclo- 
pedia of antiguard 
techniques: * The 
“buzz- saw”: striking, 
grinding and brutal 
pressuring moves * 
Grappling techniques 


? from every aspect of the guard * How to maxi- 

? mize common locks and submissions * The best 

i submissions from the guard, counters to them 

? and even counters to the counters Color, approx. 
$ 330 min. This title is also available for download 

: as a DVD On Demand. 
: #BUSTDVD 


3-Disc Set: $49.95 


? THE SUBMISSION ENCYCLOPEDIA, 

? VOLUME | 

? The Ultimate Guide to the Techniques and 
: Tactics of Submission Fighting 


Mark Hatmaker’s comprehensive no-holds- 


: barred combat system integrates the best of 

: Eastern and Western fighting styles into eight dif- 
? ferent submission chains. For each chain, you'll 

: learn a submission technique, the counter for 

? that technique and another technique to over- 

? come that counter. Color, approx. 120 min. This 

: title is also available for download as a DVD On 
? Demand. 

: #SUBDVD 


2-Disc Set: $39.95 


STREET SAMBO 
Practical Grappling 
Skills for Self-Defense 
with Dr. Brett Jacques 

Sambo is an explosive blend of striking, 
throwing and grappling methods specifically 
designed to fight and win against armed oppo- 
nents, physically superior opponents and multi- 
ple attackers. Color, approx. 225 min. This title 
is also available for download as a DVD On 
Demand. 


#SSDVD 3-Disc Set: $29.95 


WIND AND ROCK: THE VIDEO SERIES 
Volume |: KI Fighting Concepts with Joseph 
Simonet and Addy Hernandez 
Volume 2: Jeet Kune Do Unlimited with 
Burton Richardson 
Volume 3: Doce Pares Eskrima with 
Christopher Petrilli 

The brainchild of Joseph Simonet and Addy 
Hernandez, Wind and Rock is one of America’s 
premier martial arts training events, and this ; 
series features some of the most innovative and : 
unique martial arts instruction ever captured i 
on video. Color, approx. 270 min. This title is 
also available for download as a DVD On 
Demand. 


#WRDVD 3-Disc Set: $19.95 


U.S. RETAIL ORDERS 1.800.392.2400 


MARTIAL ARTS 


CATCH WRESTLING 
AWild and Wooly Look at the Early 
Days of Pro Wrestling in America 
by Mark S. Hewitt 

Chronicles the exploits of an elite group of 
wrestlers who took on all comers in packed are- 
nas, carnivals and dirt lots all across America. Con- 
tains a superb collection of old photos, posters 
and ads. 5'/2 x 8'/, softcover, photos, 296 pp. : 
#CATCH $22.00 : 


(Pa xinoue 


: WRESTLING BY FRANK GOTCH,WORLD’S CHAMPION CATCH WRESTLING: ROUND TWO 
: by Frank Gotch More Wild and Wooly Tales from the Early 
: Days of Pro Wrestling 
by Mark S. Hewitt 

Take another trip back to the raucous early days of 
pro wrestling as Mark Hewitt brings you even more 
blow-by-blow accounts of the most famous and infa- 
mous mat battles of the day, as well as the backstage 
stories of the colorful characters who crisscrossed 
the country from the 1880s to the 1960s in search of 
fame, glory and cold, hard cash. 5'/ x 8'/, softcover, 
photos, illus., 426 pp. 


: THE LIFE AND LEGACY OF FRANK GOTCH 

i King of the Catch-as-Catch-Can Wrestlers 

: by Mike Chapman 

: This book chronicles Frank Gotch’s rise to the top 

of the wrestling world before his untimely death in ; 

1917. It provides little-known details about his earliest : 

matches and his two epic bouts against the “Russian 

Lion,” the great George Hackenschmidt.Author Mike 

Chapman has unearthed fascinating accounts and 

photos. 5! x 8'/, softcover, photos, |62 pp. 
#LLFG 

King of the 


Catchvas-Catch-Can Wrestlers 
: a Mike Chepmen ( K) KINDLE 
\ 


j The eed and 


erro ety bse peo 


$22.00 


Frank Gotch is universally regarded as one of the 
greatest professional wrestlers of all time. His relentless 
training regimen and ferocious style in the ring that 
enabled him to dominate all comers have been well 
documented, but this Paladin Press Combat Classis 
reprint offers a fascinating portrait of another important i 
aspect of his success—his unparalleled skill at the art of 
catch-as-catch-can wrestling. Published soon after 
Gotch’s epic 1908 world championship defeat of 
George “the Russian Lion” Hackenschmidt, this booklet 


WRESTLING 


Nk 


: showcases Gotch performing his signature wrestling #CATCH2 $45.00 

? moves in 30 clear, instructional photographs, along with tips on how to make ; 

: them work against an opponent. 5 x 8'/, softcover, photos, |22 pp. ( K) KINDLE 

: HWFG $20.00 

He Sa eee RLIeR ee enna Serene aaa many ee cae we RE iat ict AC ga eae ach Sa i 

Dou 1: 1 

Bel ite ball opt sa | | SAVE $17.00 WHEN YOU BUY 

: 1 THE LIFEAND LEGACY OF FRANK GOTCH AND rit a: 

: : 1 CATCH WRESTLING AND CATCH WRESTLING: ROUND TWO : 

: 1 WRESTLING BY FRANK GOTCH, WORLD’S CHAMPION Pid bas ii 

i 1 | 1 #CATCHSET $50.00 ; : 

: 1 #FGSET $31.50; :1 ' 1 
! 5 rit For retail sales only. : : 
I For retail sales only. 1 : 1 1: 
1 no: UG i] 


? THE SANDOW-LEWIS LIBRARY 

i by Ed “Strangler” Lewis and Billy Sandow 

: In 1926 Ed“Strangler’” Lewis and Billy Sandow compiled their vast knowledge of physical conditioning, 
: fighting and wrestling into the eight-volume Sandow-Lewis Library. Long out of print, volumes are now 

: available exclusively from Paladin Press. 


: AMERICAN COMBAT JUDO 

: by B.J. Cosneck 

i The works of B,J. Cosneck are often listed as 

: essential reading when talk turns to the history 

: and evolution of the unarmed combat arts. Chief i 
: among his texts is American Combat Judo. A : 


PHYSICAL : lengthy training session in vicious close-in fighting 


SAVE $17.00 WHEN YOU BUY 


1 
i 
i} 
: | PHYSICAL CONDITIONING, 
: | SELF-DEFENSE AND WRESTLING. 
: | #SLSET 

i 

i} 


U.S. RETAIL ORDERS 1.800.392.2400 


CONDITIONING 

Volumes I-IV of the original series. 5'2 x 8'/, 
softcover, photos, 262 pp. 
#SLPC 


SELF-DEFENSE 
Volume V of the original series. 5'/2 x 8'/, soft- 


cover, photos, 70 pp. 
#SLSD 


WRESTLING 

Volumes VI-VIII of the original series. 5'/2 x 
8'A, softcover, photos, 200 pp. 
#SLWR 


$52.00! : 


For retail sales only. | 
‘ 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


$16.00 : 


$25.00 : 


skills, combining elements of jiu-jitsu, boxing, 

i wrestling, savate and plain-old dirty fighting into: 
: an easy-to-learn set of practical unarmed combat i 
: techniques. 514 x 8'/, softcover, photos, 124 pp. 
: HAC) $20.00 : 


BOXING 
by United States 
Naval Institute 
Originally published in 
1943 by the U.S. Naval 
Institute, Boxing was 
compiled by boxing 
champions and coaches 
to teach World War II 
cadets how to take a 
punch and fight back 
i viciously, calmly and with deadly intent. Get your- 


: self into top fighting shape by following the com- 
: bat-proven boxing drills used by generations of 

: naval recruits. 81/2 x ||, softcover, photos, 296 pp. 
; HBX $37.00 : 
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%& PALADIN BEST-SELLER * 


100+ SNIPER EXERCISES 

Long-Range, Close-Range, Complex, and 

Nonshooting Training for the Professional 

Sniper and Competitive Shooter 

by Eduardo Abril de Fontcuberta 

A professional sniper needs to accomplish 

three things to do his job: be predictable, repeat- 

able and precise! To help achieve that goal, vet- 

eran sniping instructor and competitive 

long-range shooter Eduardo Abril de Fontcuberta 

has collected dozens of exercises from elite mili- 
tary and police sniping programs and organized them into a complete train- 
ing course. Now, snipers, instructors and even civilian long-range target 
shooters can develop and assess their performance, individually or as a unit 
and meet the standards of the best snipers in the world. 

The exercises in this book — from the U.S. Marines and U.S.Army, U.S. 
Navy SEALs, Spanish Foreign Legion, Swedish Marines, Gunsite, Snipercraft 
and many other top sniping programs — cover the entire spectrum of the 
professional sniper’s skill set, including close-range and known-distance 
shooting, long-range shooting, complex and skills-oriented exercises and 
nonshooting requirements. 

The author wraps up with his recommendations for sniper competitions, 
schools, instructors and equipment.Whether you need stand-alone training 
drills or a complete course in tactical marksmanship, you will get it with the 
exercises in this book. 8'2 x | 1, softcover, photos, 320 pp. 


#SNIPEX $40.00 


“Every sniper instructor, sniper student and sniper 
professional will appreciate this treasure trove of 
realistic sniper exercises and shooting drills. 


| HIGHLY RECOMMEND IT.” 
—Mg j. John L. Plaster, U.S.Army (ret) 


U.S.ARMY SNIPER TRAINING MANUAL 


pore sine With the help of this sniper’s bible, the famed 
Manual U.S.Army snipers killed 1,187 Vietcong in one 


five-month period while expending only 1.37 
rounds per kill. 

An excellent resource for hunting, target or 
sniping work, this manual covers camouflage, 
shooting techniques and positions, map and com- 
Pass reading and necessary equipment for sur- 
vival in the field. 8’ x | 1, softcover, illus., 196 pp. 
#TRAIN 
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CARLOS HATHCOCK: 
MARINE SNIPER 
War Stories and Tactical Tips 
from the Master Sniper 
with GySgt. Carlos Hathcock 

Carlos Hathcock — the most accomplished 
sniper of the Vietnam War and founder of the 
USMC sniper school — describes his most 
famous engagements, including a five-day standoff 
: with a company of Vietcong and his unparalleled 
: 2,500-yard confirmed kill with a .50-caliber Browning rifle. Color, approx. 
: 55 min. This title is also available for download as a DVD On Demand. 
: #HATHDVD $19.95 


MARINE SNIPER 
Ve Dre wei ed Ty eee eee” 
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$27.00 : 
forms, a military-issue .50-cal cartridge tip color guide, and the author's 
: exclusive Program of Instruction for Special Operations Hard-Target Inter- 


: diction Course. 8'4 x | |, softcover, photos, illus., 576 pp. 
i #CCSC 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


LONG-RANGE PRECISION RIFLE 
The Complete Guide to 

Hitting Targets at a Distance 

by Anthony Cirincione II 

This detailed guide puts extreme accuracy at 
long range with a precision rifle within the 
reach of any shooter. But what exactly is a pre- 
cision rifle? Author Anthony Cirincione II de- 
fines it as a rifle that consistently prints |.047 
inches or smaller at 100 yards. If that’s the kind 
of shooting that you think is beyond your capability, think again. 

A U.S.Army sniper and avid precision rifle and long-range rifle shooter, 
competitor, and enthusiast, Cirincione has 26 months’ worth of combat 
deployments in Iraq and Afghanistan, and has trained multiple groups of 
squad-designated marksmen for his battalion. In this book, he lays out an 
easily understood method for getting the most out of whatever rifle you 
are using. After discussing rifle, ammunition and optic selection, he reveals 
his tried-and-true methods of gathering and recording data. He takes you 
step-by-step through the process of discovering how to make your rifle 
perform at its peak with every shot. In this book you will also learn how to 
adjust for environmental factors and obstructions that lie between you and 
your target, and discover why hand loading and building your own precision 
cartridges is an extra step well worth taking. 

Whether you are a civilian or in the military or law enforcement, all 
shooting sports using long guns become more rewarding and enjoyable 
when the shooter gains a useful understanding of the external ballistics of 
his rifle. 8'2 x I 1, photos, illus., softcover, 156 pp. 
#LRPR 


LONG- 
PRECISION RIFLE 


$20.00 


“Anthony Cirincione was an amazing teacher while helping me get ready 

for sniper school. His knowledge and meticulous rifle setup techniques were 

instrumental to my success. As a U.S.Army Sniper School instructor, | have 

been able to pass on everything he taught me to students and further help 

the sniper community.” : 
—SSG Dustin Campbell, U.S.Army Sniper School, Ft. Benning,GA : 


THE COMPLETE 
.50-CALIBER SNIPER COURSE 
Hard-Target Interdiction 
by Dean Michaelis 

Authored by a sniping instructor with the Ist 
Special Forces Group, this manual covers every 
aspect of sniping with the .50 caliber, including a 
professional assessment of heavy-class rifles, sup- 
porting technology and equipment for .50 cals, 
and special skills for ultralong-distance shooting. 
This complete course also includes reproducible 


50-CALIBER 
SNIPER COURSE 


U.S.ARMY SPECIAL OPERATIONS 


U.S. ARMY 


SPECIAL TARGET INTERDICTION COURSE 
OPERATIONS Sniper Training and Employment 
TARGET Get the lowdown on the unique requirements 
INTERDICTION of Special Ops forces, including equipment; trou- 
COURSE bleshooting sniper rifles; and sniper tactics for 


unconventional warfare, counterterrorism and civil 
disturbance assistance. 8'/2 x | |, softcover, illus., 
560 pp. 
#USASO 


SNIP! NING 
AND ENT 


$60.00 : 


U.S. RETAIL ORDERS 1.800.392.2400 


PETER R. SENICH’S SNIPING CLASSICS 


THE GERMAN : PETER W BEBTCH THE 
SNIPER: 1914-1945 ; | im = ONE-ROUND 


Here is the com- WAR 
i USMC Scout- 


plete story of a most 
significant era in mod- Snipers in Vietnam 
Discover the cir- 


ern small-arms 
7 cumstances behind the 
= a ae training and employ- 


development. 
() “5 Ss ment of snipers in 
Se 10 


THE LONG- 
RANGE WAR 
Sniping in Vietnam 
This work focuses 
on the U.S. Army 
sniper program, the 
fielding of the XM21 
sniper rifle and the 
Adjustable Ranging Tel- 


Beginning with 
World War |, military 


researcher Peter Senich : . Vietnam, the sniping : escope, and the com- 
details the adaptation of the bolt-action Mauser 98 : equipment sent to : bat application of 
for long-range sniping and covers the special meas- : Vietnam, the transition from the Vietnam-era ? sound suppression devices for rifles and special 
ures needed to ensure the rifle’s accuracy. i M700 sniping rifle to the contemporary M40A1 carbines. 8’ x | 1, softcover, photos, 280 pp. 
Moving on to World War Il, Senich discusses ; and much more. 8'4 x | |, softcover, photos, 4 #LRW2 $45.00 
the venerable Mauser Karabiner 98k and the illus., 384 pp. : RITE ee el ere ee aS eA ME ee E 
various novel mounting systems used to adapt : 


: HROUND $59.95 


fe eBOOK K) KINDLE 


SAVE $26.00 WHEN YOU BUY 


THE ONE-ROUND WAR AND 


I 

1 

the rifle to optical sights. f 
I 

THE LONG-RANGE WAR | 
1 

1 


This book is a must for anyone interested in 
the German military, sniping, combat or military 
history. 8'2 x ||, softcover, photos, 468 pp. 
#GERSNIP2 $59.95 


THE COMPLETE BOOK OF U.S. SNIPING U.S. MARINE CORPS SCOUT-SNIPER 
This comprehensive volume documents the World War II and Korea 

chronological development of the U.S. Army and The most thorough account ever of the train- 

Marine Corps sniper arms from the Civil War era ing, equipment and combat experiences of the 

through Vietnam. 8'/ x | |, softcover, photos, illus., U.S. Marine Corps scout-snipers. 8'/2 x | |, soft- 

288 pp. : cover, photos, illus., 240 pp. 

#US2 $45.00 : #USMAR2 $32.00 


#LRWSET $78.95 
For retail sales only. 


SIMPLE SNIPER 

Sniper Specific Workout 

and Interview with a Sniper 

in association with Shadow Consulting, LLC 
Paladin Press, in association with Shadow Con-_: 

sulting, LLC, is pleased to offer this two-disc set on 

the art and craft of sniping. In Simple Sniper: : 

Sniper Specific Workout Dr. Craig Sainz, a mili- 


THE INVISIBLE 

ADVANTAGE WORKBOOK 

Ghillie Suit Construction Made Simple 

by Tom Forbes : 
Using simple procedures and economical, easily 

found materials, Tom Forbes guides readers : 

through the manufacture of several different kinds 

of ghillie suits. 5‘ x 8'/, softcover, photos, illus., : 


tary fitness trainer, presents his comprehensive 76 pp. : 
: workout specifically designed to improve a sniper’s #IAWK $15.00 : 
: hand-eye coordination and breath control. Interview with a Sniper takes you : : 
i inside the minds of military and law enforcement snipers. Color, approx. 105 i ( K) KINDLE 
: min. This title is also available for download as a DVD On Demand. : a 
: #SSNIPDVD SE ee ee ee eee ee eee ee eee 


SIMPLE SNIPER 
Sniper Fundamentals 
in association with Shadow Consulting, LLC 
Simple Sniper: Sniper Fundamentals fea- 
tures the latest in sniper tactics, techniques, 
optics and equipment. Sniper commander, and 
2008 Snipercraft first-place champion Sgt. Josh 
Crews provides step-by-step demonstrations 
that clearly explain some of the most cutting 
edge and up-to-date techniques employed by 
: snipers from around the world. Color, approx. 70 
: min. This title is also available for download as a DVD On Demand. : H 
: #SSNIP2DVD BT RRR eee See ce ee mee ey SE AABN SED EE ae ii 
: : 1 SAVE $10.00 WHEN YOU BUY Li 
: | THE INVISIBLE ADVANTAGE DVD i 
: | ANDTHE INVISIBLE ADVANTAGE WORKBOOK ¥ 
ii 
i] J 
i] i] 


THE INVISIBLE ADVANTAGE 
A Step-by-Step Guide to Making Ghillie 
Suits and Custom Camouflage Accessories 
with Tom Forbes 

Find out how to make four different types of 
ghillie suit for a fraction of the cost of commer- 
cial suits, plus the secrets of making custom 
accessories for a state-of-the-art camouflage kit. 
Color, approx. 60 min. This title is also available 
for download as a DVD On Demand. : 
#IADVD $19.95 : 


| THE 2-VOLUME SIMPLE SNIPER SET 
: | #SSNIPSETDVD $59.95 


' #IASETDVD $24.95 
it For retail sales only. 


For retail sales only. 
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SNIPERCRAFT 


by John C. Simpson 


Laying the Groundwork for a Career as a Sniper 


For more than three decades, John Simpson has been teaching sniping to military and police shooters.As a 
staff instructor for Snipercraft and the Director of Precision Rifle Programs for Richland Group’s James River 
Training System, as well as a former adjunct instructor for sniping at both the Smith & Wesson and SigArms acade- 
mies, Simpson observed over and over that many of the shooters who show up for sniping school lack the marksmanship funda- 
mentals that are essential for success as a professional sniper. 

Simpson wrote Snipercraft for shooters who want to solidify their marksmanship fundamentals in preparation for attending 
sniper school or a sniping course. In plain, nontechnical language, it lays the foundation for making a hit every time with your rifle 


on a four-inch-diameter cranial target when the target is not cooperating with you. 
It’s impossible to learn how to shoot well by simply reading a book, but you can definitely learn to make precision rifle shots with the help of what's in 
: this book. Its target audience is tactical shooters — not target shooters — who are preparing to take their rifle marksmanship to a new level. 5'/ x 8'/, soft- 


? cover, photos, 124 pp. 
? #SCRAFT 


$14.95 : 


% PALADIN BEST-SELLERS BY JOHN PLASTER * 


THE ULTIMATE SNIPER 


UPDATED 4NG EXPANDED 


SNIPER 


An Advanced Training Manual for Military and Police Snipers: Updated and Expanded Edition 
The Ultimate Sniper has been completely updated and expanded for the 21st century. Through revised text, new photos, spe- 
cialized illustrations, updated charts and additional information sidebars, The Ultimate Sniper thoroughly details the three skill 


areas of sniping — marksmanship, fieldcraft and tactics. 

Just some of the material in thisnew edition includes: » the latest tactics and techniques from the frontlines of the War on Ter 
ror, including the mountains, deserts and urban areas of the Middle East and Central Asia * analysis of evolving technologies, 
including lasers, night vision, FLIR and ballistics programs ¢ detailed ballistics and trajectory data for sniper ammunition * and an 
up-to-date listing of U.S.-based sniper training programs. 8'/ x | |, softcover, photos, 584 pp. 


#ULTI2 


THE ULTIMATE SNIPER BOOK 
IS ALSO AVAILABLE IN SPANISH. 


EL ULTIMATE SNIPER EN ESPANOL 
8'4 x ||, softcover, photos, 534 pp. 
#ULTIESP 


ULTIMATE SNIPER III: THE VIDEO 

Premier sniping authority John Plaster returns 
in this third installment of his best-selling 
Ultimate Sniper video series. Joining Plaster in 
this exclusive video from Paladin Press are 
record-holding long-range snipers Steve Reichert, 


SEARLIBLONG 


it takes to win on today’s battlefields. 
Drawing on their extensive knowledge of cur- 
rent tactics and techniques used by the insur- 
gents in lraq and Afghanistan, these snipers reveal the skills and mindset 


needed to be a successful modern-day sniper, the marksmanship fundamen- 


tals and state-of-the-art equipment used by U.S. snipers, how to design and 
conduct practical shooting drills for long-range accuracy, the training and 


strategy used by enemy forces and the very real threats faced by U.S. sniper : 


teams everyday. 

Learn how the stopping power of the .50-caliber and other precision 
sniper rifles, combined with the astonishing skill of this newest generation 
of snipers, has redefined how we fight and prevail against the forces of ter- 
ror. This video is a must for any serious student of sniping or military com- 
bat. Color, approx. 190 min. This title is also available for download as a 
DVD On Demand. 

#ULTI3DVD 


SAVE $35.00 WHEN YOU BUY 


THE ULTIMATE SNIPER AND ULTIMATE SNIPER III: THE VIDEO 
#ULTI3SETDVD $97.95 
For retail sales only. 
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SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


ADVANCED ULTIMATE SNIPER 
State-of-the-Art Tactics, 
Techniques, and Equipment 
for Military and Police Snipers 

Premier sniping authority John Plaster redefines 
“ultimate” in this sequel to his landmark book and 
video. Beginning at the prestigious Gunsite Training 
Center, Plaster first gives you an inside look at the 
state of the art in sniping equipment with graphic 
demonstrations of laser range finders, suppressed 
weapons, ultralong-range .50-caliber sniper rifles 


with Mop, Jehin L Plastes, BARE [REL] 
(Pema i meres a ine emaes 
Sew Fenny Come 


and the latest generation of night vision technology. He then takes you to the 
; rugged Rocky Mountains and the tundra of the frozen north for advanced 


7 Fra ' : lessons in sniper tactics and fieldcraft, including never-before-seen instruction 
Rob Furlong and Jim Gilliland. Together with Plas- : . me 5 = 8 
Fee theca rac Ines teni eee hee diingetrhat ee the techniques of winter sniping and cold-weather warfare. Color, approx. 

‘ P me : 120 min. This title is also available for download as a DVD On Demand. 


: #ADVULTIDVD 


ULTIMATE SNIPER: THE VIDEO 
with Mqj. John L. Plaster, USA (Ret.) 
and GySsgt. Carlos Hathcock 

Now, you can receive dramatic visual lessons 
and master instruction that complement The 
Ultimate Sniper book. In this video, Plaster 
demonstrates all areas of fieldcraft, marksman- 
ship and tactics, including a review of the best 
weapons, optics and field gear; practical shooting 
drills; wind and range estimation techniques; 
effective use of cammo; principles of stalking; 


SNIPER 


: choosing a hide; countersniping and much more. Then, in his first appear- 

: ance on film, famed Marine sniper Carlos Hathcock recounts some of the 
i field-tested tactics he used to rack up 93 confirmed kills in Vietnam. Color, 
: approx. 90 min. This title is also available for download as a DVD On 
; Demand. 

; HULTIDVD 


$29.95 


U.S. RETAIL ORDERS 1.800.392.2400 
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THE HISTORY OF SNIPING 
AND SHARPSHOOTING 
by Mgqj. John L. Plaster, USA (Ret.) 

Only Major John Plaster has the background 
and knowledge to bring you this authoritative his- 
tory of sniping and sharpshooting — the first such 
book from a combat rifleman’s unique perspective. 

In The History of Sniping and Sharpshoot- 
ing, Plaster has assembled the most comprehen- 
sive combat history ever published on the sub- 
ject. It begins in the 15th century with the first 

use of “precision” musket fire in Europe and continues into the 21st centu- 
ry with the significant role sniping is playing in lraq and Afghanistan and the 
global War on Terror. Detailing major engagements and minor skirmishes 
over five centuries of warfare, Plaster has unearthed hundreds of incidents 
where calculated precision rifle fire has changed the course of battles — and, 
sometimes, of history. He fittingly addresses well-known sharpshooters and 
snipers — Hiram Berdan,Vassili Zaitsev, Carlos Hathcock — but also pays 
tribute to forgotten riflemen such as John Burns, Benjamin Forsyth and 
Arthur Wermuth, to name but a few. 82 x | 1, hardcover, 895 photos and 
illustrations, 704 pp. 


SNIPERTRAINING FM 23-10 
This reprint of the August 1994 edition of U.S. 


itary sniping information and doctrine. Nine 
informative chapters give complete details on the 
M24 Sniper Weapon System, marksmanship, ballis- 
tics, camouflage, movement, observation, mission 
prep, sniping operations, communications and 


352 pp. 
#ST 


(PQ kinote 


U.S. MARINE CORPS 
SCOUT/SNIPER 
TRAINING MANUAL 

Packed with information on every aspect of 
sniping: camouflage, range estimation, target 
detection and selection, mental conditioning and 


more. 8'/ x | 1, softcover, 192 pp. 
#MARSCOUT 


U. S. MARINE CORPS 


SCOUT/SNIPER 
TRAINING MANUAL 


$31.00 


SEAL SNIPER TRAINING PROGRAM 
program by which U.S. Navy SEAL snipers train, 
application of sniping skills, with an emphasis on 


that show stationary and moving targets, camou- 
flage and concealment, night shooting, helo inser- 


tions and more. 8 x | |, softcover, photos, illus., 
320 pp. 
#SEALS 


(Pa xinote 
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U.S. RETAIL ORDERS 1.800.392.2400 


Army FM 23-10 gives complete details on U.S. mil- 


tracking/countertracking. 5'/2 x 8'A, softcover, illus., 


$32.00 


This highly sought manual contains the complete : become the classic manual on precision fire from seaborne platforms. Jons- 


aoe ; h teal : son combines his vast experience in sniping deployment and instruction; 
equip anc’ operate. It concentrates on the practical : visit, board, search and seizure (VBSS) and other specialized operations in 


a Lie ‘ : troubled waters in places around the world; and competitive shooting to 
one-shot/one-kill” and has exclusive, clear photos : . : 
: instruct dozens of necessary skills. 


SHARPSHOOTING IN THE CIVIL WAR 
by Mgqj. John L. Plaster, USA (Ret.) 

Here is the single greatest volume ever pub- 
lished about Civil War sharpshooting, from the 
expert perspective of world-renowned sniping 
and shooting authority John L. Plaster. Compre- 
hensive in scope, this book details how sharp- 
shooters were recruited, trained and organized. 
Plaster fully explores their armaments, their tac- 
tics and techniques, and how they operated 
(sometimes decisively) in battle. Discover dozens 


of accomplished and colorful but forgotten sharpshooters who, until now, 
: had faded into the past. 


Exhaustively researched and profusely illustrated, these pages contain 


more than 160 rare photos, along with original artwork. Excerpted from 
: Plaster’s epic The History of Sniping and Sharpshooting, this book is a 
i must-have for historians, re-enactors and students of the American Civil 

: War. 84 x II, softcover, photos and illustrations, 166 pp. 


$21.00 


General Cleburne’s 
division had more 
Whitworth- and 

Kerr-armed 

sharpshooters 
than any other 
Confederate 
division. 


MARITIME SNIPER MANUAL 
Precision Fire from Seaborne Platforms 
by Fredrik C. Jonsson, 
foreword by Mgqj. John L. Plaster, USA (Ret.) 
For the professional sniper, engaging a target 
on the high seas is one of the most challenging 
assignments of all. Erratic movement introduced 
by waves, vessel speeds, and engine vibrations; 
short, sudden windows of opportunity; and a 
host of unique environmental factors make the 
maritime shot that much more demanding for 


? even experienced marksmen. 


Now, master sniper Fredrik C. Jonsson has written what is destined to 


The maritime sniper plays a vital role in combating piracy; providing cover for 


: . ae __}_vessel- and GOPLAT-boarding teams; protecting high-value vessels; and many 
tions and extraction, range estimation, communics- : other missions. To hope that the sea will be calm the day you will have to take 

: that crucial shot is simply not an option. Master the skills of seaborne sniping with 
: Maritime Sniper Manual, called by John Plaster (The Ultimate Sniper) the : 
= i “best thing out there on this subject.” 8 x | 1, softcover, photos, illus. 218 pp. 


i #MSM 
(PQ kinote 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


$32.00 : 
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DEATH INVESTIGATOR’S 
HANDBOOK 
Expanded and Updated Edition 
by Louis N. Eliopulos 

This reference quickly became an essential 
addition to every law enforcement library when 
it was first published. Ten years later, veteran 
homicide investigator Louis Eliopulos updated 
and expanded it to include the latest scientific 
and technological advances in the field of death 
investigation, including DNA, cold cases, bioter- 
rorism, mass-disaster sites, trace evidence 
recovery, blood spatter, forensic odontology and 
much more. 8'/ x | 1, softcover, photos, illus. 


#DIHA VOL. I, CRIME SCENES 
(166 pp.): $35.00 


HEAT 


REN ELTA 


ane 


HANDBOOK 


A 


VOL. 2, INVESTIGATIONS 
(552 pp.): $50.00 


VOL. 3, SCIENTIFIC 
INVESTIGATIONS 
(322 pp.): $40.00 


SAVE $35 WHEN YOU BUY 


1 
1 
1 
DEATH INVESTIGATOR’S HANDBOOK: VOLUMES I, 2 & 3 
#DIHSET (1,040 pp.) $90.00 ! 


For retail sales only. ! 


TACTICAL PERFECTION 
FOR STREET COPS 
Survival Tactics for Field Contacts, 
Dangerous Calls, and Special Arrests 
by Steve Albrecht 
Tactical Perfection for Street Cops teaches cops 


TACTICAL 
PERFECTION 
FOR 
STREET COPS 


situation, stop, radio call or encounter. Police training 
expert Steve Albrecht shares the secrets of veteran 
cops who have mastered streetwise ways to handle 

; the variety of situations they face every shift: ringing 
i alarms, domestic violence calls, loud parties, pursued felons, and the drugged, 
: the ganged-up, the violent and the mentally ill. 51. x 8'4, softcover, 256 pp. 

: #TPSC 


} SURVIVING STREET PATROL 
i by Steve Albrecht; 

: foreword by Dave Grossi 

: Proactive measures cops can take to improve their odds of going home 
: in one piece. 5'/ x 8'/, softcover, 278 pp. 


i #SSP 
fe| eBOOK (Paxinos 
a 

: SAVE $13.00 WHEN YOU BUY 

: ' SURVIVING STREET PATROL AND Vi 
: | TACTICAL PERFECTION FOR STREET COPS ¥ 
: | #TPSCSET $39.00 | 
i | For retail sales only. | : 


the lifesaving value of perfect repetition during any field i 


BEHIND PRISON WALLS 
: The Real World of Working in Today’s Prisons 
: by Tom Martin 


$25.00 : 


: #INTERR 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 
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DEADLY FORCE ENCOUNTERS 
What Cops Need to Know to Mentally and 
Physically Prepare for and Survive a Gunfight 
by Dr. Alexis Artwohl 
and Loren W. Christensen 

This unique book, written by an experienced police 
psychologist and a veteran cop, reveals the hidden dan- 
gers of deadly force encounters so that officers can sur- 
vive them. It then gives officers the tools to save their 
careers, marriages and perhaps their lives from the after- 
math of such encounters. 5'/ x 8'/2, softcover, 272 pp. 
#FORCE $27.00 


RESTRAINT AND CONTROL STRATEGIES 
State-of-the-Art Defensive Tactics 
for Law Enforcement and Security Professionals 
with Loren W. Christensen 

This easy-to-learn, legally defensible, street-proven restraint and con- 
trol system demonstrates how to make the joint locks, holds and take- 
downs you already know more effective. Color, approx. 195 min. This 
title is also available for download as a DVD On Demand. 
#RCSDVD 2-Disc Set: $49.95 


RESCUING PROVIDENCE 
by Lt. Michael Morse 
Lieutenant Michael Morse of the Providence, : 
Rhode Island, Fire Department takes you along for 34 
nonstop hours in the life of a big-city fireman/ emer- 
gency medical technician. Ride through the tough 
streets of South Providence, the historic mansions on 
the East Side and the tattered but emerging West End: 
as Morse and his EMS team respond to drug overdos- } 
es, heart attacks, car accidents, gunshot wounds, sui- 
cides, alcoholics, premature births, broken bones and 
other medical emergencies that are all in a day's work 
for them. 5'/2 x 8'/, softcover, | 64 pp. i 
#RESCUING 


(PQ xinote 


- 
Ut Michael Morse 


$22.00 ; 


This is an unflinching look at life ina modern prison as seen through the eyes of 


: veteran corrections officer Tom Martin. 5'/ x 8/2, softcover, 174 pp. 
$27.00 ; #BPW 


SWAT LEADERSHIP AND TACTICAL PLANNING 
; by Tony L. Jones 


A veteran SWAT cop lays out the essential elements of planning and 


executing SWAT operations. 5'/2 x 8'/, softcover, illus., 124 pp. 
i #SWATL 


$18.00 


INTERROGATION 
: Techniques and Tricks to Secure Evidence 


This manual, used by a major police agency to train its interrogators, 


: details the special methods officers sometimes use to secure evidence. 5/2 


x 8/A, softcover, 88 pp. 
$15.00 
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THESE TITLES ARE AVAILABLE IN PDF FORMAT ONLY. 


WAR, WILL, AND WARRIORS 
Counterinsurgency in 

Afghanistan and Pakistan, 2001-2011 
by Robert M. Cassidy 


This study compares the reasons for and the responses: 


to the insurgencies in Afghanistan and Pakistan from Oc- 
tober 2001 through 201 |. Taliban insurgencies in both 
countries have grown in strength during this period, 
though the United States and its partners have dedicated 
significant amounts of time and effort to stabilize the re- 
gion. Pakistan and Afghanistan represent the epicenter in 
this long war because machinations in these two countries led to the emergence 
of the Taliban. The Taliban consequently harbored al-Qaeda before and during the 
September 2001 attacks on the United States. The border regions between 
Afghanistan and Pakistan are linked to the future stability of South Asia and to the 
security of the United States. This manual examines international security studies, 
military strategy and the operational art of counterinsurgency, and offers general 
policy and strategy prescriptions for bringing stability to this vital region of the 
world. 6 x 9, color maps. Available in PDF format only. 
#HWWWPDF 


IN CONTACT! 
Case Studies from the Long War, Volume | 
by William G. Robertson, general editor 

This historical anthology was written to support 
U.S. Army schools, promote professional develop- 
ment in the field and inform the public about Army 
missions in the “long war” against terrorism. Com- 
piled by the historians of the Combat Studies Insti- 
tute (CSI), these case studies include both lethal and 
nonlethal missions performed by soldiers in Iraq and 
Afghanistan. They span the spectrum of participants 
from officers to noncommissioned officers and from combat units to sup- 
port personnel. 6 x 9, maps. Available in PDF format only. 
#CONTACTPDF 


Case Studies 
from the Long War 
Volume 1 


$15.00 
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TIP OF THE SPEAR 
U.S. Army Small-Unit 
Action in Iraq, 2004-2007 
by Jon T. Hoffman, general editor 

Part of the U.S. Army’s Global War on Terrorism se- 
ries, Tip of the Spear provides a soldier’s-eye view of 
Operation Iraqi Freedom by focusing on the detailed ac- 
counts of selected engagements. Each illustrates the 
everyday challenges that America’s soldiers faced in a dif- 
ficult struggle against an inventive and often elusive 
enemy. Weapons, doctrine and procedures developed to 


: fight a conventional campaign against a similar opposing force had to be adapted 
: to fit a different type of conflict. These stories not only symbolize the tip of the 

: spear formed by units in contact, but they also represent the contributions of all 
: American men and women who served in Iraq during the critical years from 

: 2004-2007. 6 x 9, color photos and maps. Available in PDF format only. 

: #SPEARPDF 


WANAT 
Combat Action in Afghanistan, 2008 
by Combat Studies Institute Press 

On 13 July 2008, nine American soldiers perished 
while fighting in the village of Wanat in Afghanistan’s 
Waygal Valley. That day the men of Company C, 2d 
Battalion, 503d Parachute Infantry Regiment endured 
four hours of intense close-quarters combat and 
mounting casualties. This study offers an objective 
analysis of the battle. It does not draw final conclusions 
or second-guess decisions made before or during the 


battle. Rather, it allows the reader to see the events of that day through the 

: eyes of the leaders and soldiers of Task Force Rock. It is meant to provide con- 
: text to the chaos and complexity of modern conflict and appreciate the nature 
: of operations in an era of persistent conflict. 6 x 9, maps and photos. Available 

: in PDF format only. 
; HWANATPDF 


$15.00 
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MILITARY HANDBOOKS 


OPERATION OSS 

Simple Sabotage Field Manual/ 
Provisional Basic Field Manual/ 
Maritime Unit Field Manual 


three declassified manuals 
that together document the 
field activities of the OSS dur- 
ing World War II. Simple 
Sabotage Field Manual is 
the basic OSS doctrine for 
training civilians as saboteurs. 
Maritime Unit Field Manu- 
al describes OSS clandestine 
waterborne operations. 
Provisional Basic Field Manual puts the sabotage and 
maritime manuals in proper context, showing how the 
objectives of physical and morale subversion fit into the 
overall structure of OSS. 5'/ x 8'/, softcover, 96 pp. 
#OPOSS $14.00 


U.S. RETAIL ORDERS 1.800.392.2400 


? MILITARY TRACKING 

? US. Army Special Forces Tracking and 
? Countertracking/ E 
? Australian Air Training Basic Visual Tracking : 
Operation OSS combines: : 


This Paladin reprint 
gives you two military 
tracking/countertrack- 
ing field manuals in 
one, from the U.S. 
Army Special Forces 
and the Australian Air 
Training Corps. The 
U.S. manual details 
how Special Forces 
troops track anyone 


MILITARY TRACKING 


— 307 ag 


? over any terrain, avoid being tracked themselves 
? and use canines in both rural and urban tracking 
? ops. Basic Visual Tracking contains the official 
: cadet and instructor notes for the Australian Air 
? Training Corps, organized in an easy-to-follow 
: format. 8'/2 x ||, softcover, photos, illus., 84 pp. 
? #MTRACK 


$19.00 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


? U.S. ARMY RANGER HANDBOOK 
: 2011 Edition 


This newly revised edi- 
tion of the U.S. Army 
Ranger Handbook is big- 
ger in size and scope than 
the earlier pocket-sized 
handbook, covering every- 
thing today’s Ranger must 
know to engage in Iraq, 
Afghanistan or on future 
battlefields. 

E Whether the fighting 

: involves land, sea or air operations, whether it 

i occurs in the mountains or in cities, the Ranger 
: Handbook provides the tools to enable today’s 
: Rangers to complete their missions. 5/2 x 8%, 

i softcover, photos, illus., 332 pp. 
? #USRH 


$25.00 
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Beis CONGO MERCENARY 
Congo Mercenary by Mike Hoare 

2 , Hoare tells the true story of his resolute band of mercenaries during the 

i : i 1964 Congo War. In fascinating detail, Hoare describes how the mercenaries 
were recruited and trained, recounts their adventures through four campaigns 
over an |8-month period, patrolled the hinterland, freed hundreds of Euro- 
pean hostages, and restored law and order to the Congo. 

A well-written and historically important account of one of the most brutal 

rebellions in Africa. 5'2 x 8'/, softcover, photos, 342 pp. 
#CONGO $32.00 


fe eBOOK (PQ xinote 
LIFEAS A MERCENARY AND ADVENTURER 


MIKE HOARE: Interview with the World’s Most Successful Mercenary 
with Mike Hoare 

Don’t miss this rare opportunity to see Mike Hoare live and uncensored as he describes the harsh re- 
alities of mercenary soldiering in Africa. This 1969 interview is from various media, so the production 
quality is not state of the art. We offer it because of its unique historic significance and its entertainment 
value. Color, approx. |7 min. This title is also available for download as a DVD On Demand. 
#MHDVD $10.00 


ee wees = MIKE HOARE’S ADVENTURES IN AFRICA 
WiC sy tlie) by Mike Hoare 


; ADVENTURES Long before Mike Hoare became known as a mercenary leader in the Congo 
: IN AFRICA 


and Seychelles, he was exploring the interior of Africa in search of adventure. This 
book takes you along on some of his most amazing journeys, including traveling 
from the Cape of Good Hope to Cairo on a motorcycle; retracing the steps of 
the Victorian explorers seeking the source of the storied Nile; and racing against 
historic floods to save the lives of his wife and workers in the Okavango Delta. 
5'/ x 8'/, softcover, maps, 226 pp. 

#AIA $27.00 


CONGO WARRIORS 
by Mike Hoare 

In this follow-up to Congo Mercenary, Mike Hoare provides an unparalleled 
understanding of mercenary action in Africa, the involvement of the CIA and new 
insight into the minds and hearts of mercenaries. 5'/2 x 8'/, softcover, 204 pp. 
#CWARR $27.00 


THE ROADTO KALAMATA 
A Congo Mercenary’s Personal Memoir 
by Mike Hoare 
Mike Hoare and his 4 Commando team suppress a rebellion in the newly 
independent state of Katanga. 5'2 x 8'/, softcover, photos, 152 pp. 
#RK $22.00 
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THE SEYCHELLES AFFAIR 
by Mike Hoare 

Reading like a thriller, The Seychelles Affair contains the drama of backroom deals, 
forced landings, tense escapes and political intrigue during one of the most infamous 
episodes in mercenary history: the attempt to overthrow the Marxist regime in the 
Seychelles. 5/2 x 8'/2, softcover, photos, 232 pp. 
#SA $27.00 


MIKE HOARE 
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Gloge | sicsecoree 
Combat au ins 

= is exclusive man- 
ual outlines the 
Marine Corps’ lethal 
and non-lethal 
weapons techniques, 
use of knives and 
sticks and the full 
spectrum of unarmed 
tactics; strikes, throws, 
chokes, holds and ground fighting.. 8’ x I I, soft- 
cover, photos, |20 pp. ; 
#CLOSEC $22.00 : 
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A Pictorial Memoir of the eh Mountain Division 


SOLDIERS ON SKIS 
A Pictorial Memoir of the 
10th Mountain Division 
by Flint Whitlock and Bob Bishop 

Here is the exciting story of the 10th Moun- 
tain Division, the only U.S. troops specially 
trained for mountain warfare, as told by the vet- 
erans themselves.Vivid personal accounts and an 
outstanding collection of rare photographs cap- 
ture the complete history of this remarkable 
unit. With a foreword by 10th Mountain Division 
veteran Sen. Bob Dole. || x 8'/, softcover, pho- 
tos, illus., 244 pp. : 
#SKI2 $42.00 : 


AMBUSH! 
A Professional’s 
Guide to Preparing 
and Preventing 
Ambushes 
by Lt. Col. Joshua 
Potter, Gary 
Stubblefield, 
~ USN (Ret.), and 
meena § © Mark Monday 
Since its release in 

1994, Killing Zone has 
been hailed by military professionals for its clar- 
ity and depth of understanding of ambushes. 
Now, this classic book has been retitled and : 
thoroughly revised and updated for today’s evolv- } 
ing battlefield. Much more than a book of am- 
bush case studies Ambush! is a practical survival 
guide to some of the most treacherous regions 
of the world. 5'2 x 8'/, softcover, photos, illus., 
332 pp. : 
#AMBUSH $35.00 : 
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A QUICK AND DIRTY GUIDE TO WAR, 4TH EDITION 
The Tools for Understanding the Global War on Terror, Cyber War, 
Iraq, the Persian Gulf, China, Afghanistan, the Balkans, East Africa, 
Colombia, Mexico, and Other Hot Spots 
by James F. Dunnigan and Austin Bay 

The first three editions of A Quick and Dirty Guide to War not only provided 
essential tools for understanding wars and hot spots around the world, they deliv- 
ered remarkably accurate projections on the outcomes of each conflict. War-game 
simulation specialists James F Dunnigan and Austin Bay have revised their highly 
regarded analyses, bringing up to date not only the many conventional conflicts 
around the world today but the new battlegrounds that have emerged since the pre- 
vious edition was published more than a decade ago. 6 x 9, softcover, maps, 640 pp. 
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TACTICAL TRACKING OPERATIONS 

The Essential Guide for 

Military & Police Trackers 

i David Scott-Donelan 

This manual is 

packed with practical 
lessons, on-the-ground 
tricks and training drills 
for the solo tracker on 
up to a multiagency 


au Enmow 7 


James. Oufiniqaniid Auster Bay 
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#QDW ashen tracking operation, as 

well as war stories 

fe| seer ( kK) RIND from the author's 

; COUNTERINSUR- : AN INFANTRY- : CLOSE-QUARTER ; SSWERWOLF aa eet 

: GENCY: FM 3-24 MAN’S GUIDETO : COMBAT ; COMBAT 8% x II, softcover, 

i by Lt. Gen. David COMBAT IN i A Soldier’s Guide | INSTRUCTION photos, illus., 184 pp. 

: H. Petraeus and BUILT-UPAREAS : toHand-to-Hand | MANUAL #TTO $37.00 

: Lt. Gen. James foreword by Col. : Fighting ; by Michael Fagnon 

: FAmos : Rex Applegate i by Professor :  SSWerwolf units (Paxinos 

i The newest U.S. mili- This combat manu- : Leonard Holifield : were last-ditch resist- a 


: (COIN) manual on ing tactics: securing : combat instructor for : the Allied advance into ; HANDBOOK FOR 

: how to combat organ- routes, navigating : the U.S.Army teaches : Germany at the end VOLUNTEERS 

: ized insurgencies is the : streets, seizing blocks : you howto prevailin : of the war. 512 x 8, OF THE IRA 

: first of its kind in 20 and buildings, and : hand-to-hand combat ; softcover, photos, Notes on 

; years by the Army and much more. 82x 11, : on the battlefield or in | 196 pp. i Guerrilla Warfare 

: 25 years by the Marine : softcover, illus. 312 pp. : the street. 8x11, | #WERW $22.00 : This IRA manual teach- 


Corps. 8/2 x I 1, soft- 
: cover, illus., 284 pp. i 
$35.00 : 


: #COIN 
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$35.00 
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softcover, photos, 


116 pp. 


disarming, knife fighting and combat groundfighting. 
Color, approx. 75 min. This title is also available 
for download as a DVD On Demand. 


$27.00 : 


SCOUTING AND 
PATROLLING 


Ground Recoanaizsance 
Principhes and Teviving 


: ing Center from 1942— 


1945.8 x II, softcov- 


i en photos, |28 pp. 


GUERRILLA 


es you how to organize a 
guerrilla force, gain popu- 
lar support and more. 5'2 
x 8'/, softcover, 46 pp. : 
#IRA2 $15.00 : 


i ; E U.S. MARINES CLOSE-QUARTERS : aed oSeG esa eudieas eee caddies sees cud se subuee ease cetsbiedencdcsventeccesdentea: & 
iff COMBAT MANUAL ? THE GESTAPO AND SS MANUAL 
: smbat Man Learn the deadly art of close-quarters combat : Translated by Carl Hammer 
i ry a A as only the US. Marine Corps can teach it. 5’ x i" ceemupeceneeniceay The first English translation of the training manual 
iff REx ie. 8'/, softcover, illus., 200 pp. : :_ used by the Gestapo before and during World War II 
: a 1} det #CLOSE $22.00 ? SCOUTINGAND __: Providesa rare glimpse into the operating proce- 
rh . i PATROLLING : dures of the Gestapo, SS and Waffen-SS. 8'/ x II, 
; | ( K) KINDLE ? Ground : softcover, illus., | 16 pp. : 
plas : Reconnaissance ; #GESTAPO $25.00 : 
Ee ee ee ere ee ee erent een Serer i Principles and : 
aalning, «is ene terete nema 
EXTREME CQB i: The techniques in i: ¢ __ | SPECIAL FORCES 
Fighting Secrets of the International : this timeless guide were : SPECIAL GUERRILLA 
Close Combat Instructors’ Association ; developed atthe U.S. ; FORCES WARFARE MANUAL 
Detailed lessons in unarmed combat, weapon : Army Intelligence Train- by Scott Wimberley 


This handy manual is a 
primer in the many facets 
of a successful guerrilla 


WARFARE 
MANUAL 


‘SCOTT WIMBERLEY 


#CQBDVD $21.00 #S&P $25.00 : campaign as taught by the 
disersainstnsnenietsuiiee 2 pros in Special Forces. It 
gsessdeges seen tecsbcoesoeesSaaaaett tee ceaeteeteecasa et oeaceecveesteacecaeesestaeeeeeees a te cetaatecneoceae : COMBATIVES Rey ue a Ine PRIN HOF Se 
U.S. MARINES CLOSE-QUARTERS ; U.S.Army ane eee esice ey 
CLOSE- mae : ; This manual incor- works, conducting psychological operations and 
QUARTERS SOMEAt HeneeE ie ee eee. i ini ? organizing a solid political infrastructure. 5'/2 x 8'/ 
COMBAT with M.Sgt. Ronald Donvito, USMC (Ret.) | ~Por@testrainingby =; organizing vs 
; : . “Army Rangers with : softcover, illus., 208 pp. ; 
This three-volume series features instruction in: heal ory Graei ? 4SFGW $27.00 : 
the U.S. Marine Corps’ LINE (Linear Infighting i’ we eee prendes 
Neural-override Engagement) program. Color, j family to preate’s : (PD eBook KY 
approx. 200 min. This title is also available for ; unis bardeneld po i | 7 ( a MINES 
download as a DVD On Demand. i sii aa ee 
#USMCDVD 3-Disc Set: $49.95 | % 0 7 SOmcoven photos, : 
: illus. 272 pp. : 
i #FM3 $25.00 : 
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RIOT PREVENTION AND CONTROL 
A Police Officer’s Guide to Managing 
Violent and Nonviolent Crowds 

by Capt. Charles Beene, Ret. 

This commonsense approach to crowd man- 
agement shows police officers how to use special 
tactics, equipment and training to ensure that pub- 
lic gatherings do not degenerate into full-blown 


riots. 8’ x | 1, softcover, photos, illus., 132 pp. 
#RPC 


Prevention 
and Control 


A Behind-the Barricades Tour of Mobs, 
Riot Cops, and the Chaos of Crowd Violence 
by Loren W. Christensen 

Find out what a riot is, why it happens, who 
participates and what it’s like to be in the middle 
of one. 5'/ x 8'/, softcover, photos, 274 pp. 


A Bohind-the-Barricades 
- 


#RIOT $27.00 
( K) KINDLE 
r\ 

: 1 SAVE $11.50 WHEN YOU BUY ' 
73 1 
: | RIOT AND RIOT PREVENTION AND CONTROL : 
i 1 #RIOTSET $35.50 ! 
i! For retail sales only. ! 


HOW TO BECOME 
A PROFESSIONAL CON ARTIST 
by Dennis M. Marlock 
A veteran fraud cop offers an entertaining and 
eye-opening look at the mechanics behind such 


i 
: ae famous swindles as the pigeon drop, the Jamaican 
i ® 


a) PROFESSIONAL 
a CON ARTIST 


and even fortune-telling. 5'/ x 8A, softcover, 152 pp. 
#ARTIST 


? SWAT BATTLE TACTICS 

: by Pat Cascio and John McSweeney 
: This book teaches police departments, paramilitary units or security 
: companies how to recruit, train and equip SWAT teams. 5/2 x 8'/, soft- 
: cover, photos, 128 pp. 
: #SWATB 


fe] eBOOK (ZQxinote 


: RURAL SURVEILLANCE 

: A Cop’s Guide to Gathering Evidence in Remote Areas 
by Van Ritch 

A former Special Forces officer and counter-intelligence agent teaches 
: you how to plan a mission and set goals for rural ops. 8 x ||, softcover, 
: photos, |28 pp. 
: #RURAL 


$18.00 


$20.00 


: EXECUTIVE PROTECTION 

: A Professional’s Guide to Bodyguarding 
: by Benny Mares 

: An executive protection specialist with extensive experience in the field 

: describes the reality of protecting celebrities, executives, foreign dignitaries and 
: other clients. 5! x 8%, softcover, | 14 pp. 
i #EXEC 


Kk) KINDLE 


$15.00 


50 SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


$20.00 : 
: gangs, with special emphasis on their identifying 
; tattoos. This book provides new information on 
? groups such as the White Afrikaner Resistance 
? Movement and the Russian Mafiya. 8/2 x II, 

: softcover, photos, illus., 172 pp. 
: #TATTOOS 


( K) KINDLE 


: GANG INVESTIGATOR’S HANDBOOK 
: A Law-Enforcement Guide to 

: Identifying and Combating 

: Violent Street Gangs 

: by Matthew David O’Deane, Ph.D. 


switch, the bank-examiner scheme, three-card monte _ : 


$22.00 : 


GANGS AND 
THEIR TATTOOS 
and thelr Identifying Gang- 
bangers 
Identifying on the Street and 
Gangbangers 7 . 
onthe Street in Prison 
z by Bill Valentine 


The latest intelli- 
gence on the predom- 
inant street and prison 


$27.00 


This guide contains dozens of strategies and 


: tips for identifying and suppressing gangs. With 

i more than 400 photos, it is invaluable for street 
: Cops, gang units, prosecutors, probation and cor- 
: rections officers and citizens eager to reduce 

i gang activity in their communities. 8'/ x I I, soft- 
: cover, photos, illus., 336 pp. 
: #GIH 


$45.00 


#GANGSET 


by Rex Venator 


#BOUNTY 


PRACTICAL HAND-TO-HAND 
COMBAT FORTHE POLICE OFFICER 


with C.J. Caracci 


On Demand. 
#HANDDVD 


with 
CA, Caracel 


: GANG 

: INTELLIGENCE 
? MANUAL 

: Identifying and 

: Understanding 

: Modern-Day 

: Violent Gangs in 
: the United States 
i by Bill Valentine 


Bill Valentine, a for- 


: mer gang intelligence 

: officer at Nevada 

: State Prison, gives you 
i a behind-the-scenes 

: look with at where 

: today’s gangs come 

: from, how they 

} recruit members, how 
: they capitalize on the 
: lucrative and violent 

: drug markets and 

: much more. Included 
: are illustrations of 

: such gang identifiers 

i as tattoos, hand signs, 
: emblems, graffiti and 

: more. 5'/ x 8'/, soft- 
: cover, photos, illus., 

: 258 pp. 
: #GIM 


, ( K) KINDLE 


$25.00 


1 
fe is 
: | GANG INTELLIGENCE MANUAL AND GANG INVESTIGATOR’S HB : 
h 


$52.95 


For retail sales only. 1 : 
As 


MODERN BOUNTY HUNTING 
A Real-Life Guide for the 
Bail Fugitive Recovery Agent 


Find out what you need to know to begin or 
further your career in bail fugitive recovery. 
Includes info on determining whether you have the 
temperament to be a bounty hunter; researching 
the bail, liability and deadly force laws in your state; 
making yourself more employable as an agent and 
much more. 8// x ||, softcover, photos, 228 pp. 


$30.00 : 


fe eBOOK (PQ kinote 


Learn how to upset a perp’s center of gravity, 
target vulnerable spots and break a criminal’s mind i 
to get control over him. Color, approx. 105 min. i 
This title is also available for download as a DVD 


$19.95 
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SOG 
A Photo History of the Secret Wars 
by Mgj. John L. Plaster, U.S. Army (ret.) 


When John Plaster, himself a three-tour 
SOG veteran, began working on his history of 
SOG he contacted his secret war comrades 
and uncovered a wealth of photos that nobody 
knew existed. SOG was the Vietnam War’s 
only covert special warfare unit. It reported 
directly to the Joint Chiefs—and sometimes 
even the president himself—and all its missions 


were “black.” So well did SOG keep its secrets that only a handful of Viet- 
nam veterans ever heard of it till long after the war was over, and most 
SOG men thought their missions would never be declassified. In fact, 
when SOG was disbanded in 1972, its thousands of photographs and neg- 
atives were ordered burned. 

This is the greatest special operations photo collection ever assembled. 
More than 700 photos bring to life the stories of such SOG heroes as 
Larry Thorne, Bob Howard, Dick Meadows and Bull Simon. See extremely 
rare photos of SOG recon teams in action behind enemy lines in Cambo- 
dia, Laos and North Vietnam. 8'% x | |, softcover, photos, illus., 496 pp. 


#SOGP2 


$82.00 


Top: Recon men kick through low treetops as they’e lifted away on STABO rigs. 
(Photo provided by Mike Ash) 


Bottom: Special Forces noncommissioned officers rig a SOG Huey for the STABO 
extraction system. (Photo provided by Dale Boswell) 


Secret 
Operations 


U.S. RETAIL ORDERS 1.800.392.2400 


SOE SECRET OPERATIONS MANUAL 
This rare and historically important document is 
the original manual used to train special agents 
dropped behind enemy lines in Nazi-occupied 
Europe during World War II. Used by the British 
Special Operations Executive (SOE) and American 


Office of Strategic Services (OSS), it is an authentic, 


word-for-word reproduction with sections on 
ciphers, propaganda, selection of targets, methods 


of attack, passive resistance, liaison officers, interro- ; 


gation and more. 5’ x 8'/, softcover, 272 pp. 
#SOE 


$27.00 : 


GUERRILLAS 
IN THE MIST 
Expanded and Updated 
) by R.P. Newman USMC 
(Ret.) 
This expanded and updat- 
ed version of Guerrillas in 


GUERRILLAS 


military manual.Added to 
the original book are 10 
new chapters on the narco- 
insurgency on the U.S-Mexican border, Hezbollah’s 
American homeland insurgency, the role of politics 
and the media in guerrilla wars, how intelligence 
gets exploited for political ends, legal issues 
involved in fighting insurgents, the scourge of mod- 
ern improvised explosive devices (IEDs), maritime 
piracy off Somalia and beyond, and in-depth analy- 
sis of the ongoing insurgencies in Iraq, Afghanistan, 
Pakistan, Egypt, Yemen, Somalia, Philippines, Indone- 
sia, Thailand, India and the Congo. Extensive new 
photography enhances the combat lessons. 5'/2 x 
8'/, softcover, photos, illus., 440 pp. 
#MIST2 


$35.00 


SPECIAL FORCES 
COMBAT IN 
VIETNAM 

by Leigh Wade 

In this abridged, all- 
combat version of Leigh 
Wade's three highly 
acclaimed out-of-print 
books, Wade paints a vivid 
picture of the full spec- 
trum of Special Forces 
missions. Get boots-on- 
the-ground discussions of guerrilla warfare tactics, 
weapons and training as Wade recounts his active 
tours of duty, including A-Detachment, Tan Phu, A- 
Detachment,Vinh Thanh, C-5/Sigma and A-Detach- 
ment, Dak Pek. 

The book concludes with Wade's “lessons 
learned” about fear and bravery in combat, combat 
training vs. the real thing, wounds, marksmanship, and 
other topics of interest to anyone who wants — or 


Snecial Forces 
Combat in Vietnam 


-Teams, Ton Secret Recon, 
lessons Learned 


‘Lelen Wade 


needs — to know about the realities of battlefield sur- i ; 


vival. Not available in printed format. 


#SFCVPDF 
KINDLE ’ 
(2 fe| eBOOK 
U.S. NAVY 
SEAL PATROL 
LEADER’S 
HANDBOOK 


This authentic manual 
used by the U.S. Navy to 
train SEAL patrol leaders 
covers mission planning, 
rules of engagement and 
more. 5'4 x 8'/, softcov- 
er, illus., 160 pp. 
#PATROL 


the Mist isn’t your standard : 


$14.95 | 


$20.00 ; 


The CIA's Sceret War In Laos 


SHADOW WAR 


? The CIA’s Secret 
: War in Laos 

? by Kenneth 

: Conboy 


Discover little- 


: known details on the 
: war along the Ho Chi 
: Minh Trail, secret raids : 
: against Dien Bien Phu, : 
? and much more.8%x 


I 1, softcover, photos, 


i illus., 466 pp. 


} SPECIAL FORCES 
: OPERATIONAL 
? TECHNIQUES 


Whether you're 


? involved in nonnu- 

: clear or nuclear war- 
: fare, unconventional 

: warfare or counterin- 
: surgency ops, this 

: reprint of the famous 
? Army Field Manual 

? 31-20 covers what 

: you need to know. 

i 5% x 81, softcover, 

: illus. 534 pp. 
: #SFOPT2 


$35.00 


i SPECIAL 


FORCES 
HANDBOOK 


: SPECIAL FORCES 
? HANDBOOK 


This classic hand- 


? book covers guerrilla 

i tactics and missions, 

: demolition techniques 

: such as air ops, com- 

i munications and more. : 
: 5'4 x 8), softcover, 

: illus.,216 pp. 
? #SFHB2 


$20.00 ; 
@) 200k 
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SOG MEDIC 

Stories from Vietnam and 

Over the Fence 

by Joe Parnar and Robert Dumont 
Joe Parnar served with SOG during 1968 in 

FOB2/CCC near the tri-border area that gave 

them access to the forbidden areas of Laos and 

Cambodia. During his tour with SOG he served 

as dispensary medic, chase medic, Hatchet 

Force medic and as a recon team member. This 

variety of roles gave him experience not only in 

: combat but in dealing with and treating the civilians and indigenous peo- 

: ples of that area. His candid stories capture the extraordinary commit- 

ment made by all the men of SOG and reveal the special dedication of the 

: tireless medics, who put their own lives at risk to save the lives of their 

: teammates. 8/2 x I |, softcover, photos, illus., 164 pp. 

: #SOGM2 


: ( PQ KINDLE 


FIREFORCE 
One Man’s War in 
the Rhodesian Light Infantry 
by Chris Cocks 

The compelling account of Cocks’ service in 
3 Commando, the Rhodesian Light Infantry, dur- 
ing Zimbabwe's civil war of the 1970s. The 
book's title refers to a tactic of airborne envel- 
opment that became the principal weapon of 
the Rhodesian forces in their struggle against 
the Communist-trained and -equipped guerril 
las. 6 x 9, softcover, photos, 368 pp. 
#FFORCE 


bi 


$31.00 


“a tour de force” 
Pad L. Meorcraft 


$32.00 


U.S.ARMY SPECIAL 
OPERATIONS IN AFGHANISTAN 
by Charles H. Briscoe, Richard L. Kiper, 
James A. Schroder, and Kalev I. Sepp 

Follow the “boots on the ground” actions by 
U.S.Army Special Operations Command from 
September ||, 2001, until May 15, 2002. Rather 
than an armchair historian’s strategic view 10 
years later, it chronicles what individuals and 
small teams did with bravery, skill and honor to 
rid Afghanistan of the Taliban and al-Qaeda ter- 
rorists. 8’ x ||, softcover, photos, illus., 436 pp. 
#SOAFG 


US.ARMY 
SPECIAL VTIONS 


IN AFGHANISTAN 
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$42.00 : 
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THE BUSH WAR IN RHODESIA 
The Extraordinary Combat Memoir of a 
Rhodesian Reconnaissance Specialist 

by Dennis Croukamp 

The Rhodesian Bush War was a ferociously bru- 
tal guerrilla war between the Rhodesian Army and 
the Communist-backed terrorist groups in the val- 
leys, jungles and bush country of Rhodesia, 
Mozambique and Zambia. 

The author, Warrant Officer Dennis Croukamp, 
fought in the conflict from its beginnings in the 
1960s to the very end in 1979, with the Rhodesian 
Regular Army, the Rhodesian Light Infantry and the 
Selous Scouts Reconnaissance Troop. He took part 
in cross-border reconnaissance operations, HALO 
jumps behind enemy lines, urban ops in the town- 
ships of Salisbury, raids, ambushes, demolition mis- 
sions, prisoner snatches and more. The Bush War 
in Rhodesia chronicles his action in these wars. 6 x 
9, softcover, photos, 482 pp. 
#BWR 


g eBOOK ( K) KINDLE 


This searingly honest, action-packed 
memoir is sure to become a classic 
ground-level account of the “bush wars” 
of Africa. 


$37.00 


RUNNING RECON 
A Photo Journey with SOG Special Ops 
Along the Ho Chi Minh Trail 
by Frank Greco 

Through 700 extraordinary photos, firsthand 
accounts by SOG veterans and declassified docu- 
ments, Greco shows what it was like to run top- 
secret cross-border recon missions along the Ho 
Chi Minh Trail into Laos and Cambodia in 1969— 
70.82 x I 1, softcover, 700+ photos, color maps, 
448 pp. 
#RECON2 


( PQ KINDLE 


KGB ALPHA TEAM TRAINING MANUAL 
How the Soviets Trained for Personal 
Combat, Assassination, and Subversion 

Get a rare glimpse into how the Soviet mili- 
tary and police protected their country from 
perceived subversion and sabotage. This manual 
borrowed heavily from Spetsnaz texts on recon, 
physical conditioning and personal combat but: 
added special sections for the KGB on assassina- : 
tion and countersubversion. 5'2 x 8'/, softcover, : 
photos, illus., 318 pp. 
#KGB 


(PQ xinote 


$52.00 : 


Mow the Soviets Trained 
for Nereonal Combat, 
Awezsination, and 


Subwerston 


$30.00 : 
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SHOOTING TO LIVE 
Expanded Edition 
by Capt. W.E. Fairbairn & 
Capt. E.A. Sykes 
new foreword by Phil 
Mathews 

One of the most influen- 
tial combat shooting books 
ever published, Shooting 
to Live is the product of 
Capt.W.E. Fairbairn’s and 
Capt. E.A. Sykes’ practical experience with the 
handgun from their many close-quarters gunfights 
while working for the Shanghai Municipal Police in 
the 1930s.This expanded edition contains a new 
foreword by British World War I] combatives 
expert Phil Mathews that sheds new light on the 
career of E.A. Sykes — the “forgotten hero” of the 
Fairbairn-Sykes duo — as well as previously unpub- 
lished photos. 5'/2 x 8'/, softcover, photos, |22 pp. 
#SHOOT3 $18.00 


(% KINDLE 


SHOOTING 
TO LIVE 


The “quarter” or “close-hip” posi- 
tion is used for purely defen- 
sive purposes and would be 
used only when the 
requirements are a very 
quick draw followed by 
an equally quick shot 
at extremely close 
quarters, such 
P m as in the 
* case if a 
dangerous 
adversary were 
threatening to strike 
or grapple with you. 


GET TOUGH 


Capt.W. E. Fairbairn 
taught the famed British 
Commandos from this 
classic text on close- 
quarters combat. Fairbairn 
designed these practical 
methods after years of 
dealing with thugs, bandits 
and killers as a law- 
enforcement officer in the mean streets of 
Shanghai, China, in the 1930s. No serious training 
library is complete without this highly influential 
book. 5'/2 x 8'/, softcover, 140 illus., 134 pp. 
#GETT $22.00 


(% KINDLE 
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DEFENDU 3 
foreword by 
Kelly McCann 

Originally published in 
1926, this book was the 
first to present Fairbairn’s 
hard-core system of close- : 
in fighting. Through 
Defendu and his other 
training manuals, W.E. Fair- 
bairn probably had more influence on the evolu- 
tion of practical hand-to-hand combat than any 
other individual in modern history.As U.S.Marine : 
Corps veteran and CQC expert Kelly McCann 
writes in the exclusive foreword to Paladin’s 
reprint edition, “W.E. Fairbairn contributed more 
to the knowledge base of how to kill the enemy 
in close quarters than perhaps anyone else.” 7 x 
10, softcover, photos, | 78 pp. 
#DEFENDU 


(% KINDLE 


$27.00 : 


THE AMERICAN RIFLE 


THE AMERICAN RIFLE 


by Maj. Townsend Whelen 


#ARIFLE 


: #SSD 


ALL-IN FIGHTING 
This hard-to-find 1942 classic on hand-to-hand 


? combat is finally available in its original British ver- 

: sion (published in the U.S. with the title Get 

? Tough). 5' x 8'/, softcover, illus., 130 pp. 

: #AIF $15.00 


: SCIENTIFIC SELF-DEFENCE 


Published in 1931 as a slightly modified reprint 


? of Defendu (1926), Scientific Self-Defence is 
? one of the rarest and most highly sought hand- 
? to-hand combat manuals ever published. 5/2 x 
? 81/, softcover, photos, 182 pp. 


$22.00 


: | ALL-IN FIGHTING, DEFENDU AND 


#SSDSET $48.00 


1 

t 

t 

1 

| SCIENTIFIC SELF-DEFENCE | 
1 

1 

For retail sales only. | 


A Treatise, a Text Book, and a Book of 
Practical Instruction in the Use of the Rifle 


The previous generation’s version of Jeff Cooper's Art of the Rifle, this clas- 
sic was written by a rifleman, for riflemen, to explain how and why their bullet 
hits the mark — or doesn’t. 5'2 x 8'/, softcover, illus., 650 pp. 


$35.00 ; 


PNILOOWS 


HOW TO FIGHT TOUGH 


ODO. LL Oh Oe 


SHOOTING 
by J. Henry FitzGerald 
SHOOTING 


softcover, photos, 456 pp. 
#SHTG 


by Lt. Jack Dempsey 


BY LY. JACK DEMPSEY 


UNITED STATE COAST GUARD 


#TOUGH 


(% KINDLE 


A hard blow to the kidney with a 
knee, fist or edge of a hand will 
stun a man and may cause 
serious internal injuries. However, 
it is often partially protected by 
a cartridge belt. 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


At the outset of World War II, 
heavyweight boxing champion Jack 
Dempsey was tasked with teaching 
Coast Guardsmen how to fight 
down and dirty in case enemy 
troops infiltrated U.S. shores. 5'2 
x 8A, softcover, photos, 136 pp. 
$17.00 


forewords by T.J. Mullin and Kevin Williams 

John Henry (“Fitz”) FitzGerald worked for Colt from 1918 till 1944, giving 
shooting exhibitions, training police departments and appearing as an expert wit- 
ness in forensic ballistics. This 1930 Combat Classic was his only book. 5'/2 x 8', 


$45.00 


ko 
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KILL OR GET KILLED 
The best- and longest- 
selling book on close com- 

bat in history, this is the 
expanded 1976 edition in 
current use by the U.S. 
Marine Corps as an official 
training manual. It details 
methods of self-defense, 
offensive close combat, 
combat shooting and 
crowd-control techniques in riot situations. 5'/2. x 
8'A, softcover, illus., 436 pp. 
#KOGK2 


(% KINDLE 


KILL OR GET KILLED 


$45.00 


KILL OR GET KILLED 
A Manual of Hand-to- 
Hand Fighting 

Most readers are unfa- 
miliar with this original, 
extremely rare 1943 edi- 
tion of Kill or Get Killed. 
5'A x 8'/, softcover, pho- 
tos, 186 pp. 


#KOGK43 $22.00 : 


SAVE $17.00 WHEN YOU BUY 
KILL OR GET KILLED AND 

KILL OR GET KILLED: 1943 EDITION 
#KOGKSET $50.00 
For retail sales only. ! 


COMBAT 
CONDITIONING 
The Classic U.S. 
Marine Corps 
Physical Training and 
Hand-to-Hand 
Combat Course 

This USMC combat 
conditioning course, as 
taught at the Officer 
: Candidate School, 
: includes not only hard-core physical training but 
i instruction in unarmed combat; knives, clubs and 
: silent weapons; pistol disarming; and more. 5'/2. x 
: 8A, softcover, photos, illus., 368 pp. 
: #COMBATC 


COMBAT 


CONDITIONING 


ININOLLMINOS ASS 


pd by Chuck Metion 


$35.00 
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THE CLOSE-COMBAT FILES OF 
COLONEL REX APPLEGATE 
by Col. Rex Applegate and Maj. Chuck Melson 

Find out how William Fairbairn, Eric Sykes, Wild Bill Donovan and Rex 
Applegate selected, trained and employed OSS commandos during World War 
Il, as well as the facts behind the development of point shooting, knife fighting, 


hand-to-hand combat and more. 8'/ x | |, softcover, photos, illus., 208 pp. 
#CCF $37.00 


POINT SHOOTING 
Battle-Proven Methods of Combat Handgunning 
introduction by Col. Rex Applegate 

During World War II, the OSS combined the techniques of the Shanghai 
Police and the gunfighters of the Old West with its own combat experience 
to develop this dynamic method of combat shooting. The only training film 
ever produced on point shooting. Color and B&WV, approx. 30 min. This 
title is also available for download as a DVD On Demand. 


#PSDVD $19.95 


FAST AND FANCY SHOOTERS 
produced by Col. Rex Applegate 

Relive an earlier spectator shooting sport that hundreds of thousands of 
older generations of shooters were privileged to personally witness and enjoy. 
American in origin, exhibition shooting got its start in the early Wild West 
shows at the turn of the 20th century. Fortunately, enough early motion-pic- 
ture footage has survived to enable this video presentation so that future gen- 
erations of shooters will know about the kind of shooting skill and showman- 
ship that will never be equaled. This video, produced by the late Col. Rex 
Applegate, features Bill Jordan, Ed McGivern, Herb Parsons and other well- 
known Remington Exhibition Shooters. Color and B&W, approx. 76 min. This 
title is also available for download as a DVD On Demand. 


#FAFSDVD $19.95 


150 QUESTIONS FOR A GUERRILLA 
by Gen. Alberto Bayo 

This is the first book Paladin Press ever published, and it’s still in print! 
Written by the man who trained Fidel Castro, 150 Questions for a Guer- 
rilla answers the most important questions about what is needed for revo- 
lutions to succeed. 5'/2 x 8'/, softcover, 96 pp. 


#QUEST $15.00 : 


THE GUNFIGHTERS 

True Tales of Outlaws, Lawmen, and Indians on the Texas Frontier 

by Col. Charles Askins foreword by William Askins : 
The early Texans were a breed apart — outlaws and lawmen, ranchers and } 

cowpokes, housewives and harlots. In this book, legendary U.S. Border 

Patrol agent Charles Askins brings them and their stories vividly to life. 

Includes rare photographs that truly capture their ruggedness and mystique. : 

5'/ x 8'A, softcover, photos, 256 pp. i 


"GF $27.00 : 


U.S. RETAIL ORDERS 1.800.392.2400 


COMBAT CLASSICS 


CHARLES NELSON’S 
SCHOOL OF SELF-DEFENSE 
The Red and Gray Manuals 
by Charles Nelson 
foreword by Carl Cestari 

When Charlie Nelson left the Marines after World 
War Il, he opened his School of Self-Defense in New 
York City so that he could teach self-defense to civil- 
ians. To reach people who 


couldn’t attend the Ss N 
Ve 


Charles Nelson’s 


SELF-DEFENSE 


The d 


Foreword by Carl Cestazi 


i school, Nelson pub- | @ SCHOOL OF S 
: lished two manuals on self-defense, RS SELF-DEFENSE ey 
: commonly referred to as the “Little & af Mah th 


: Red Manual” and the “Little Gray Man- 
: ual,” both long out of print. Now the 

= two manuals have been combined 

: under one cover. 5'2 x 8'/, softcover, 

: photos, 102 pp. 


: #RGMAN $15.00 


SELF-DEFENSE BY 
CHARLES C. NELSON 
by Charles C. Nelson 
foreword by Paul Gerasimczyk 
Many well-known exponents of the fighting 
arts — Carl Cestari, Bob Kasper and Kelly 
McCann — learned from Charles Nelson at his 
school in New York, and thousands more have 
learned from his famous Red and Gray Manuals. 
The last of Nelson’s manuals, Self-Defense by 
: Charles C. Nelson, is less well known but still 
: quintessential Nelson in its sensible, hands-on approach to self-defense. 
? 8'/4 x II, softcover, illus., 44 pp. 
: #SDCN 


SAVE $7.00 WHEN YOU BUY 


CHARLES NELSON’S SCHOOL OF SELF-DEFENSE AND 
#CNSET $20.00 
For retail sales only. 


HAND-TO-HAND COMBAT 
with Wesley Brown, U.S. Navy 

Step-by-step instruction in the rough-and-tum- 
ble close-combat program used by the U.S. Navy 
during World War Il. 


THE USMC COMBAT 

CONDITIONING SERIES 

Bayonet, Club, and Knife Fighting 

Enjoy a combative “blast from the past” with 

this classic video reprint of the U.S. Marine 
Corps’ original training films on knife, club and bayonet fighting. Includes 
complete courses in the classic style of fighting with a mounted bayonet as 
well as military club and knife fighting. Black and white, approx. 85 min. This 
set is also available for download as a DVD On Demand. 


#HHCDVD $21.00 


U.S. RETAIL ORDERS 1.800.392.2400 
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TOTAL RESISTANCE 
Swiss Army Guide to Guerrilla 
Warfare and Underground Operations 
by Mgj. H. von Dach 

This legendary work by the famed Swiss expert 
on guerrilla warfare covers all aspects of resist- 
ance and underground operations, including sabo- 
tage, ambushes, raids, recon, concealment, secret 


‘oopuntuer summa, 


I 1 

I 1 

I 1 

I 1 
i 4 fi: 
: | SELF-DEFENSE BY CHARLES C. NELSON 1: 
id sii 
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I 1 

I 1 


: Qe 


printing presses, interrogation countermeasures 
and more. 5'/ x 8'/z softcover, illus., 188 pp. 


#TOT 


COLD STEEL 
by John Styers 


$22.00 


Originally published by Leatherneck magazine, 
this classic was the U.S. Marine bible of unarmed 
combat for years. It is a practical study on close 
combat, whose main purpose is to prove that 
the principles of hand-to-hand combat by be 
mastered easily and surely. 5'/2 x 8'A, softcover, 


illus., 190 pp. 
#CST 


$21.00 


: SILENT KILLING: NAZI COUNTERS TO 
; FAIRBAIRN-SYKES TECHNIQUES 

: The Annotated English Translation of the Classic German World 
? War I Manual : 
: This extremely rare manual was printed in 1942 for German troops in occu- : 
: pied Norway and is not believed to have been distributed outside that coun- i 
: try. This is the first English translation and contains photos and annotations 

: as well as the original German text. 5'/2 x 8'/, softcover, photos, | 14 pp. 


$12.00 | SILENT 


$22.00 ; 


i The Partisan's 
: Companion 


Deadly techetguace of Sextet 
Freediean Fighawes during Weel Was Et 


‘ Pec. 52. Kine euatrwrse ney 
f ronda Pant Sebo 


THE PARTISAN’S 
COMPANION 
Deadly Techniques 
of Soviet Freedom 
Fighters during 
World War II 
translated by 
Paul J. Schmitt 

This extremely rare 
Soviet manual, printed 
in 1941, taught Soviet 
citizens how to 
destroy tanks, set up 
sniper positions, carry 
out sapper work and 
survive under harsh 
winter conditions. 5'2 
x 8), softcover, illus, 
246 pp. 
#PART 


: ARWROLOGY 

? All-Out Hand-to- 

? Hand Fighting for 
? Commandos, 

: Military, and 

: Civilians 

: by Gordon E. 

: Perrigard, MD 

? When this manual 
: was originally released 
: in 1943 in Canada for 


: use in training com- 

: batants for World War 
? Il, martialists from all 

? over the world quickly 
? hailed its superior 

? fighting methods, and 

? today it remains one 

? of the most highly 

? sought after fighting 

i manuals in the world. 
: 5’ x 8'/, softcover, 

: photos, illus., 290 pp. 

: HAR 


(% KINDLE 


$20.00 ; 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


: COMBAT WITH- 
i OUT WEAPONS 
: by Capt. E. Hartley 
: Leather, R.C.A. 


This handbook was 


: written during World 

: War Il for Canada’s : 
! Home Guard — that is, i 
: for ordinary people. 
? Written by a member 

: of the Royal Canadian 

i Artillery, the text is 
clear and straightfor- 
=e i ward, and the illustra- 
: tions make misunder- 
; standing impossible. 

: 5'A x 8, softcover, 

: illus., 48 pp. 
: #CWW 


$6.00 : 
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1G 
Part 2: Enhancing Your 
Combat Shooting Skills 
with Dave Spaulding 
In Part 2 Dave Spaulding shows you how to 
apply the handgun shooting essentials you 
learned from Part | to more advanced scenarios. 
The fundamental rule for situational shooting — 
handgun involves the same mechanics: draw, hold, from vehicles, in low-light or inconsistent lighting, 
aim, and shoot. By keeping these moves simple : in extreme close quarters, to the rear or when 
and consistent, you increase your chances dra- clearing a building in a one-man-entry opera- 
matically of hitting what you target when lives are at stake. From grip, stance, : tion —is behavioral consistency.Achieving this consistency requires the right 


Dave Spaulding 5 iN = 
Part |: Proven Combat Shooting Essentials 
with Dave Spaulding 

In Part I Spaulding focuses on shooting es- 
sentials. Shooting a handgun is pretty simple, 
explains Spaulding. Whether you are an elite mili- 
tary or police marksman or a civilian who keeps 
a handgun for self-defense situations, firing a 


weapon retention, concealed draws, seated shooting to live-fire drills — i skills. Every move you make, every aim you take, or every shot you fire is 
everything in this video is geared to helping you become a much more confi- : more likely to be successful if it has been perfected through proper training 
dent, efficient and proficient handgun shooter. ? techniques and drills. 

Mastering these essential skills is crucial because they will determine ? Now you can benefit from Spaulding’s hands-on street experience, in-depth 
whether you prevail in an armed encounter.And surviving a gunfight is not firearms instruction and committed personal training practices to ensure that 
good enough—prevailing is the only acceptable outcome. Color, approx. 180 : you are ready, able and willing to fire your handgun if needed. Color, approx. 


min. This title is also available for download as a DVD On Demand. : 160 min. This title is also available for download as a DVD On Demand. 


HANDGUN COMBATIVES: PART | AND HANDGUN COMBATIVES: PART 2 


For retail sales only. 


What Works, What Doesn’t, and Why 21st-C entury 
by Matthew Campbell Stopping 

21st-Century Stopping Power is different than other books on the , 
topic because it is about more than handgun calibers and ammunition 
and their performance. It is also about the performance of men and 
women in combat and in personal-defense situations. In this book, 
Matthew Campbell, a military firearms and NRA-certified instructor, ex- 
amines ammunition performance, combat shooting tactics, and bullet 
placement from the perspective of personal defense. After all, if the 
shooter-cannot stand and deliver shots. on target, ammunition perform- 
ance means little. 

The heart of the book lies in the program Campbell devised to test the wound potential of 
dozens of popular loads in common handguns. The tables give you the handgun used, load, range, 


velocity, penetration, and accuracy of each cartridge, along with the author’s recommendations. : The Hamilton Bowen .500-caliber pistol is an excellent 
The testing is straightforward, verifiable, and repeatable, and the procedures are carefully outlined : choice for personal defense or even hunting if one has 
to ensure that others can test loads not covered in the book. : the skill to master such a cartridge and firearm. Expe- 


2|st-Century Stopping Power demystifies the science of handgun ballistics and brings it up to : rienced shooters only need apply. 
date for modern shooters. Though of interest to military and police shooters, it is primarily in- : 
tended for civilians who know that it is their responsibility to protect themselves, their families, 
and their property from attack. 8’ x | 1, softcover, photos, 214 pp. 


": This tuckable holster from Theis carries a Springfield 
The Glock Generation 4 builds on the success of pre- The Glock Model 37 .45 GAP with combat lights is i TRP .45,a very effective handgun that will seldom be 
vious models and adds even more improvements.The one of the best choices available for all-around per- ; carried in deep concealment, but with this holster, 
Glock 17 in 9mm is a very controllable gun. sonal defense. i deep concealment is-a possibility. 
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: 

Tripling Military Shooting Skills 
by John M. Buol Jr. 

The Department of Defense spends millions on ammunition and facilities, but 
motivated teenagers on top junior shooting teams can often outshoot military- 
trained snipers and special-operations personnel. This doesn’t mean soldiers can’t 
shoot, only that many levels of skill beyond qualification are possible. Military 
marksmanship traces its roots back to competition-shooting programs. The rat- 
ings on skill badges retain the same names as classifications; however, the skills 
have diverged greatly. As warfighting has become ever more complex, some base 
skills, like marksmanship, have declined. 

In this book, three-time All-Army Champion, distinguished marksman with both rifle and pistol, and 
small-arms instructor Sergeant First Class John M. Buol Jr. proves that with thoughtful practice even a 
shooter — military or civilian — qualifying as “expert” can develop a threefold increase in shooting skill. 
The training is simple, requiring a minimum outlay of equipment, expense and time, but the results are 
staggering. Not hyperbole or a careless boast, these methods will teach you how to precisely measure 
marksmanship ability and develop a 300-percent jump in skill. 

Beyond “Expert” will help maximize your skills in any marksmanship endeavor and allow you to 
triple your weapon skills beyond “expert” qualification. 5'/2 x 8'/2, softcover, photos, illus., 154 pp. 


Revised and 
Updated 
by Timothy J. Mullin 
When it was origi- 
nally published in 
1981, Training the 
Gunfighter was ahead 
of its time. It was one 
of the first compre- 
hensive studies of the best ways to equip law 
officers to perform their duties — from choosing 
the best guns for the job to creating a realistic 
training program to understanding the legal 
implications of using their weapons. Now, former 
law-enforcement officer, practicing attorney and 
current police trainer Tim Mullin brings Training 
the Gunfighter up to date, combining the time- 
honored information from the original book with 
fresh insights. 8’ x | 1, softcover, photos, 214 pp. 


(PQ xinoie 


by Albert M. League III 

Written by a former 
U.S. Marine Corps 
firearms instructor who 
has taught more than a 
thousand police, military 
and security personnel, 
The Perfect Pistol Shot 
uses succinct lessons, 
uncommon exercises and real-world stories to 
provide a fresh look at a vital topic for all gun- 
men. It include the single most important “trick” 
to perfecting handgun marksmanship, a simple 
concept for learning how to shoot a gun twice 
as fast and a series of unique exercises that 
allow you to test the concepts offered. 5'/ x 
8'/, softcover, photos, |24 pp. 


(2@ «inoue 
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The Long-Range 

Marksman’s 

Guide to Extreme 

Accuracy 

by Tony Noblitt & 

Warren Gabrilska 

This no-frills manual 

clearly defines what a 

rifleman needs to hit 

targets at long distances. 
Both experienced long-range shooters, Tony 
Noblitt and Warren Gabrilska walk the shooter 
through every step required to become a true 
long-range marksman, from understanding 
minute-of-angle principles to mounting and 
zeroing a scope, estimating wind values, dealing 
with mirage and much more. 5'/ x 8'/, softcov- 
er, photos, illus., 176 pp. 


CLOSE-RANGE 
GUNFIGHTING Reality-Based 
Ee 


Firearms Training 
for Realistic 
Situations 
with Gabe Suarez 
This video focuses on 
such critical topics as 
the importance of 
shooting on the move, how to perform a mal- 
function clearance in the thick of combat, proper 
use of cover and why proficiency in one-handed 
shooting skills is vital. From there it cranks up 
the action, demonstrating force-on-force scenar- 
ios that integrate empty-hand striking and ex- 
treme close-quarters shooting. Color, approx. 
195 min. This title is also available for download 
as a DVD On Demand. 


This updated account of one of the deadliest 


: firefights in FBI history includes a new preface 
: by the author that explains how he researched 
: this gunfight and answers the most commonly 
; asked questions about it in unprecedented 

: detail. It contains detailed diagrams and color 

: photos of the scene and autopsy photos of the 

: criminals;a foreword by Sgt. David Rivers of the 
: Metro-Dade Police Department, who supervised 
: the team in charge of the crime scene;and state- 
: ments from some of the FBI agents involved in 

: the firefight. 8'/2 x | 1, softcover, photos, illus., 


152 pp. 
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JIM CIRILLO’S TALES OF THE STAKEOUT SQUAD 
by Paul Kirchner 

Since the publication of Guns, Bullets, and Gunfights in 1996, readers have 
pressed for a follow-up with more information on Jim Cirillo and his service with 
the New York City Police Department’s Stakeout Unit. That book is finally here. 

Author Paul Kirchner was working with Cirillo on this biography at the time of 
Jim’s untimely death in 2007. Kirchner draws on his extensive interviews with 
Cirillo, his family, friends, ex-partner Bill Allard and other SOU officers to create a 
vivid portrait of an affable and gregarious man who nonetheless was “the last man 
many armed robbers saw on this earth.” 

In previously unpublished accounts, Cirillo describes in detail numerous 
stakeouts and sets the record straight about what he and the other SOU mem- 


bers actually accomplished on the streets of New York. Cirillo’s unique voice 
and humor enliven every page. 5/2 x 8/A, softcover, photos, 218 pp. 


#JIMT 


(% KINDLE 


by Jim Cirillo 


Lessons and Tales trom a 
Modern-Day Gunfighter 


#BULLETS 


: SECRETS OFA 

? MASTER GUNFIGHTER 

i Jim Cirillo’s Advanced Guide 
; to Combat Shooting and 

? Gunfight Survival 

: with Jim Cirillo 


i JIM CIRILLO: 

: MODERN-DAY GUNFIGHTER 
: Everything You Ever Wanted to Know 

: About Gunfighting by a Guy Who Put His 

: Life on the Line to Find Out 

: with Jim Cirillo 

: Get personalized 
instruction in Jim Cirit 
lo’s gunfight-proven 
shooting techniques, 
including alternative 
sighting methods and 
the use of hybrid 
weapons. Best of all are 
Cirillo’s often hilarious 
accounts of events 

i with the NYPD Stake- 
: out Squad. Color, approx. 90 min. This title is also 
i available for download as a DVD On Demand. 

: #JIMDVD 


SAVE $24.40 WHEN YOU BUY 


FIGHTER 
#CIRILLOSETDVD 


GUNS, BULLETS, AND GUNFIGHTS; JIM CIRILLO: MODERN-DAY GUNFIGHTER; JIM 
CIRILLO’S TALES OF THE STAKEOUT SQUAD; AND SECRETS OF A MASTER GUN- 


$28.00 


GUNS, BULLETS, AND GUNFIGHTS 
Lessons and Tales from a Modern-Day Gunfighter 


This book is packed with practical information that can come only from one who 
experienced the fear and intensity of an actual shoot-out. Learn how to handle the 
stress of a gunfight, the qualities of a good gunfighter, how to aim a handgun in the 
heat of combat, plus hair-raising tales of life in one of America’s most elite law 
enforcement units. 5'/2 x 8'/, softcover, photos, |36 pp. 


Jim Cirillo reveals 
techniques of gunfight 
survival and provides 
insight into such top- 
ics as gunfight tactics, 
use of cover, low-light 
shooting techniques, 
concealed carry meth- 
ods, the combat draw- 
stroke and many 
more.A perfect com- 


Advanced Guide to 


Combat Shooting and 
Gunfight Survival 


: panion to Guns, Bullets, and Gunfights and Jim 
i Cirillo: Modern Day Gunfighter. Color, approx. 
$19.95 : 
? a DVD On Demand. 
i #SECRETDVD 


90 min. This title is also available for download as 


$73.50 
For retail sales only. 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


: by Ralph Mroz 


$20.00 } 


PF ARON AT HW A WR, 


$29.95 } 


TACTICAL DEFENSIVE TRAINING 
FOR REAL-LIFE ENCOUNTERS 
Practical Self-Preservation 
for Law Enforcement 
by Ralph Mroz 

In this follow-up to 
Defensive Shooting for 
Real-Life Encounters, 
Ralph Mroz revisits aware- 
ness training, and then 
delves into the use of 
edged weapons and 
firearms, emphasizing ; 
weapon accessibility, street- 
realistic techniques and i 
practical equipment. 51/2 x 
8/A, softcover, photos, illus., 192 pp. 
#TDT 


Tactical Defensive 
Training for 
Real-Life 
Encounters 


DEFENSIVE SHOOTING FOR 
REAL-LIFE ENCOUNTERS 


Ralph Mroz examines 
and debunks the many 
myths and misinformation 
that plague the shooting 
community, Find out his 
take on empty-hand skills, 
range training vs. real- 
world training, the prob- 
lem of range standards, 
developing startle recov- 
ery, and the pros and cons : 


: of competitive shooting. 5'2 x 8'/, softcover, 
: photos, 158 pp. 


: #DEFSHOOT $20.00 : 
(PQ kinote 


SAVE $10.00 WHEN YOU BUY 
TACTICAL DEFENSIVETRAINING FOR | 
REAL-LIFE ENCOUNTERS AND Vi 
DEFENSIVE SHOOTING FOR A 
1: 
1) 
i] 
1 


REAL-LIFE ENCOUNTERS 
#RLIFESET $30.00 |: 
For retail sales only. | : 


? EXTREME CLOSE-QUARTERS 

? SHOOTING 

: A Critical Analysis of 

? Contact-Distance Shooting Tactics 
: with Ralph Mroz 


Ralph Mroz ana- 
lyzes close-distance 
tactics both with live- 
fire demonstrations 
on three-dimensional 
range targets and 
through full-power, 
full-speed, force-on- 
force scenarios. Color, 
approx. 60 min. This 
title is also available 


: for download as a DVD On Demand. 
? #CLOSEDVD 


$19.95 
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COMBAT SHOOTING 


INSIDE THE CRUCIBLE 


An Exclusive Look at Kelly McCann’s Individual Protective Measures Course 


This Inside the Crucible video series 
takes you inside Kelly McCann’s first major 
civilian training program — the Individual Pro- 
tective Measures Course — and gives you the 
proven, no-nonsense information you need to 
take the necessary measures stay safe. 

Based on the same skill set that he has used 
to train thousands of elite military, law enforce- 
ment and corporate security personnel all over 
the world, this five-volume course presents 
complete instruction in all aspects of armed 
and unarmed personal combat. All volumes in 
this series are also available for download as 
DVDs On Demand. 


VOLUME I: 
COMBAT SHOOT- 
ING ESSENTIALS 


tion in such fundamen- 
tal skills as basic gun- 
handling, proper grip, 
the close-quarters 
“Guard Draw,’ point 
shooting, sighted fire, 
combat reloading, mal- 
function clearances, dry-fire training and much 
more. Color, approx. 90 min. 
#ICIDVD 


ric il 
Crucible 
fm Exchustve Loo’ at Kelly McCann's: 
Ind@evidea! Protective Measures Course 


$49.95 


SAVE $59.80 WHEN YOU BUY 


THE ENTIRE 5-VOLUME 
INSIDE THE CRUCIBLE SET 
#ICKITDVD $189.95 


For retail sales only. 


REVISED ane UPDATED 


HOW TO BECOMEA 
‘don be Become a 
Master Handgunner 


Step-by-step instruc- : 


MASTER HANDGUNNER 


? VOLUME 2: 
; COMBAT SHOOTING REALITIES 


McCann takes a 
hard look at how 
actual gunfights occur 


and abilities that 


fighters to survive. 
Color, approx. 90 min. 
#I1C2DVD 


in ru Loot at Kelly McCann's: 
indireideal Protective Measures Course 


? VOLUME 3: 
: SITUATIONAL COMBATIVES 
: AND KNIFE FIGHTING 


Kelly McCann’s in- 
your-face Individual 
Protective Measures 
Course continues. This 
third volume includes 
turning the tables on 
an attacker who has 
you pinned against the 
wall; dealing with a 
straight punch (per- 
haps the most difficult 


ee 


Plamen rani 


: punch to defend against); and using realistic 

: unarmed defenses against rifles and shotguns. 

i Then, for the first time on video, McCann teach- 
: es his no-nonsense knife fighting program. Color, 
: approx. 80 min. 
: #1C3DVD 


and identifies the skills 


enable real-world gun- : 


$49.95 


$49.95 ; 


? VOLUME 4: 
: CLOSE-QUARTERS SHOOTING 
: ene COMBATIVE PISTOL SKILLS 


Learn the secrets of 
McCann’s proven 
close-range handgun 
tactics and how to 
integrate combative 
striking with the use 
of a firearm. Color, 
approx. 80 min. 


#IC4DVD $49.95 
Indevideal Protective Measures Course: 

i VOLUME 5: 

: SITUATIONAL COMBAT 


? SHOOTING SKILLS 
? AND HANDGUNTACTICS 


Round out your 
combat shooting skills 
with a dose of reality: 
how to draw, shoot, 
reload and clear mal- 
functions; utilize cover; 
use man-on-man drills 
to increase your 
reflexes and shooting 
speed; and properly 
exit vehicles. Color, 
approx. 65 min. 
#IC5DVD 


ric il 


— ru took at ll Movants 
indrvideal Protective Measures Course 


$49.95 


ADVANCED MASTER HANDGUNNING 
Secrets and Surefire Techniques 


ADVANCED 
MASTER 
| HANDGUNNING | 


to Make You a Winner 
by Charles Stephens 

Master the advanced secrets behind shooting still, 
moving and long-range targets. Includes methods to 
improve your stance, mechanics, trigger pull, follow- 


The Mechanics of X-Count Shooting, 
Revised and Updated 
by Charles Stephens 

This revised and updated edition of How to 
Become a Master Handgunner can make any 


ee, 


Zhe Mochanlos of novice or master pistol shooter a better handgun- Shrquahiand! mind-set /2708:/as SON eG PCa : 
Gare ee ner by taking advantage of the latest techniques, (hus : 
handguns, ammo and gear. Using innovative, modern sila ee 
guns, g g , : 
handgun shooting mechanics, champion shooter : 
Charles Stephens shows how to combine checks, tests and other mental ( K) KINDLE 
tools with the ultra-accurate single-shot target pistol, the hunting handgun, 
the lightning-fast semiautomatic pistol and an old favorite from the past, EI ea cde ena te eT ROME IR Hera RR GRE Re RCPS QTC STD 4 
the revolver. 5'/2 x 8'/, softcover, photos, | 04 pp. i ' SAVE $9.50 WHEN YOU BUY : 
#MH2 $22.00 : HOWTO BECOME A MASTER HANDGUNNER AND A 
: | ADVANCED MASTER HANDGUNNING Ai 
= : | #MHSET $28.50 ! : 
fe| eBOOK ( K) a ‘ For retail sales only. ! 
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COMBAT SHOOTING 


WHO IS “JIM GROVER”? 


“Jim Grover” is Kelly McCann. He wrote under the pen name Jim 
Grover for six years as a contributing editor for Guns & Ammo maga- 
zine and as the author of its popular “Personal Security” column (the 
best of which are compiled in his book Street Smarts, Firearms, 
and Personal Security, p. | 5). McCann also appeared under the 
Grover name in his earliest videos for Paladin Press. 


Combative Pistol 


JIM GROVER 


a 


SHOOTING 


Kelly McCann's 


60 SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


COMBATIVE PISTOL 
Jim Grover’s Guide to Extreme 
Close-Quarters Shooting 
Combining the hard-hitting unarmed tactics 
of his combatives system with his state-of-the- 
art shooting methods, special operations vet- 
eran Kelly McCann has created a frighteningly 
effective program that will enable you to 
strike, draw, shoot and win at arm’s length and 
closer. This video shows how these techniques 
work on live attackers through dramatic 
demonstrations with a blank-firing pistol, as 
well as how to practice these techniques on a 
range with high-speed, live-fire demonstrations 
on three-dimensional targets. Color, approx. 
60 min. This title is also available for download 
as a DVD On Demand. 
#CPDVD 


JIM GROVER DEFENSIVE 
SHOOTING SERIES 

In this explosive video series, close-combat 
expert Kelly McCann teaches you every aspect 
of employing the handgun as a fight-stopping 
defensive weapon, including grip, stance, trigger 
control, reloading, use of cover, position shoot- 
ing, weak-hand shooting, malfunction clear- 
ances, shooting on the move, low-light shoot- 
ing, defenses from a vehicle and many more. 
Color, approx. 230 min. This title is also avail- 
able for download as a DVD On Demand. 
#GROVERDVD 3-Disc Set: $89.95 


KELLY McCANN’S 
TACTICAL CARBINE 
A No-Nonsense Guide to the Combat 
Use of the Tactical Carbine 

In his often irreverent, in-your-face style, Kelly 
McCann (aka Jim Grover) teaches you every- 
thing you need to know about the combat use 
of the tactical carbine. McCann first teaches you 
how to configure your rifle for maximum per- 
formance. He then puts it to work, guiding you 
through the fundamental skills of combat 
marksmanship, reloading, immediate action 
drills, shooting on the move, weapon transitions 
and pivot shooting. Finally, he shows you how to 
really push the carbine’s performance envelope 
by using state-of-the-art optical sights to dra- 
matically increase your shooting speed, monitor 
and engage multiple threats, and even shoot 
around and over cover without exposing your- 
self. Color, approx. 110 min. This title is also 
available for download as a DVD On Demand. 
#TCDVD $69.95 


KELLY McCANN’S CRUCIBLE HIGH-RISK ENVIRONMENT 
TRAINING, VOLUME FIVE 


EXPLODING HANDGUN MYTHS 
Transforming Traditional Range Training into 
Real-World Handgun Tactics 

with Phil Motzer, introduction by Kelly McCann 

The dirty little secret most firearms instructors 
won't tell you is that their careful instruction in 
stance, grip, trigger control and all the rest of the rig- 
marole included in traditional firearms training goes 
completely out the window when youre in a dark 
alley facing a gangbanger with a sharpened screw- 
driver pointed at your guts. 

In this no-nonsense video, Phil Motzer, the Cru- 
cible’s chief firearms instructor, demonstrates how : 
you can put man-stopping rounds into your attacker : 
when you're faced with real-world violence, not : 
static targets on a safety-monitored range. By blow- 
ing away the myths of typical handgun training one by one, Motzer teaches only 
those techniques that work when you're under the physiological effects of 
imminent danger and streamlines them into a combat shooting program that 
will prepare you for a real gunfight. 

Arguments about isosceles vs. Weaver and point shooting vs. sighted fire 
are for amateurs. Color, approx. 67 min. This title is also available for down- 
load as a DVD On Demand. 
#EHMDVD 


Explodi 
Handgun Myths 
‘Transforming Traditional 
Range Training into 
Real-World Handgun Tactics 


with Phil Miotzer 
Introtastion by Kelly MeCasn 


= mE 


$49.95 


See pages 5,24, 26,72 and 83 : 
for additional volumes in the series. : 


' SAVE $80.70 WHEN YOU BUY 


I 
I 
| THE ENTIRE 6-VOLUME KELLY McCANN’S CRUCIBLE 
| HIGH-RISK ENVIRONMENT TRAINING SET 
I 
I 


#HRESETDVD 7-Disc Set: $199.00 | 


For retail sales only. | : 
1: 
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CRUCIBLE HIGH-RISK ENVIRONMENT 

TRAINING II 

Volume 4: Combat Handgun 

with Phil Motzer 

If you're looking for a turnkey combat handgun 

program taught by a veteran who knows from 

personal experience what works and what doesn’t 

in a real gunfight, your search is over. In this video, 

Phil Motzer, Director of Firearms Training at the 

Crucible, gives you the kind of instruction he typi- 

cally provides to high-speed military and law 
enforcement personnel, showing you how to get accurate hits on target while 
under the physiological effects of imminent danger. This complete curriculum 
includes the marksmanship fundamentals of grip, position and aiming; a true 
combat drawstroke; proper use of cover; malfunction clearances; shooting at 
multiple targets; firing on the move; and much more. Color, approx. 250 min. 
This title is also available for download as a DVD On Demand. 
#CHDVD 3-Disc Set: $89.95 


See pages 6, 24, 26 and 72 
for additional volumes in the series. 


| THE ENTIRE 5-VOLUME CRUCIBLE HIGH-RISK 
' ENVIRONMENT TRAINING I! SET 
#HRE2SETDVD 


8-Disc Set: $225.00 


1) 
1 
q . 
' For retail sales only. ! 


U.S. RETAIL ORDERS 1.800.392.2400 
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PRINCIPLES OF PERSONAL DEFENSE 
by Jeff Cooper, foreword by Louis Awerbuck 
Perhaps the nation’s foremost authority on defensive 


weaponcraft, Jeff Cooper was renowned not only for his : 
practical instruction on firearms marksmanship mechan- : 


ics and safety but also for his groundbreaking ideas on 


proper defensive mental conditioning. This new edition : 


of his classic Principles of Personal Defense — 


with a fitting tribute by firearms expert Louis Awer- : 


buck and all-new drawings by renowned illustrator 
Paul Kirchner — presents his timeless theory of 


individual defensive behavior clearly, concisely and practically. Considered 
by many to be one of the greatest books on combat mindset and proper 


defensive mental conditioning ever written, it deserves a place of honor in : 


every library. 5'/2 x 8'/, softcover, illus., 80 pp. 


i 
| JEFF COOPER’S DEFENSIVE PISTOLCRAFT TAPE SERIES AND 


| PRINCIPLES OF PERSONAL DEFENSE 
| H}COOPSETDVD 


FIGHTING 
HANDGUNS 
Cooper not only 
takes the reader 
through the devel- 
opment of this 
weapon from its 
beginnings in mid- 
| 6th-century 
Europe, he also 
discusses some 
important aspects 
of carrying and 
shooting a fighting 
handgun under 
combat conditions. 
7 x 10, softcover, 
photos, |32 pp. 
#FH $18.00 


#COOPERSET 


U.S. RETAIL ORDERS 1.800.392.2400 


SAVE $15.00 WHEN YOU BUY 


FIGHTING HANDGUNS, GUNS OF THE OLD WEST, CUSTOM 
RIFLES AND HANDGUNS AFIELD 


RIFLES 


JEFF COOPER’S DEFENSIVE 
PISTOLCRAFT TAPE SERIES 

Originally produced in 1986, this four-volume 
Jeff Cooper’s Defensive Pistolcraft Tape Series 
offers a look at the core concepts that are the 
foundation of the Modern Technique of Pistolcraft. 

Volume |: Defensive Pistol Handling covers 
Cooper’s five elements of practical shooting and 
the four safety rules of firearm use. 

Volume 2: Pistol Readiness and Marksman- 
ship offers the viewer instruction in making your 


pistol ready for defensive use, dry-firing and shooting positions. This volume 
also features Louis Awerbuck teaching loading techniques, malfunction 
clearance and “reading your target.” 

Volume 3: Mindset is perhaps the most important of the four volumes. 
In it Cooper discusses the “problem of doing it,” defines the “color code 
system” and discusses the conditions of firearm readiness. 

Volume 4:Ammo - Power of the Pistol covers pistol caliber, ammuni- 
tion choice and stopping power. 

Color, approximately 200 min. This title is also available for download as 


a DVD On Demand. 


: #DPCDVD 


$56.95 |: 
For retail sales only. | : 


GUNS OF THE 
OLD WEST 
Details the guns 
used during, and 
after, one of the 
most romanticized 
and often miscon- 
strued periods in 
American history. It 
covers a wide array 
of firearms, from 
the Derringer to 
the the Colt 1911 
auto pistol. 7 x 10, 
softcover, photos, 
68 pp. 
#GOW 


CUSTOM 
RIFLES 

Cooper explains 
the different 
designs of action, 
custom barrels, the 
best types of wood 
for making stocks 
and of course the 
popular calibers of 
ammunition in use 
at the time, many 
of which are still 
with us today. 7 x 
10, softcover, pho- 
tos, 132 pp. 
#CR 


$12.00 $18.00 


$45.00 
For retail sales only. 


HANDGUNS 
AFIELD 


Cooper expertly 
summarizes the 
various aspects of 
hunting with hand- 
guns in the few 
dozen pages of this 
volume. Handguns, 
cartridges, holsters 
and shooting small 
and large game are 
all thoroughly 
described and 
explained here. If 
the average hand- 
gun shooter fol- 
lows the advice in 
this book — most of 
which is still rele- 
vant today — he will 
be well prepared to 
hunt game with a 
pistol. 7 x 10, soft- 
cover, photos, 

68 pp. 


#HA $12.00 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


2-Disc Set: $59.95 


WINNING A HIGH-SPEED, 
CLOSE-DISTANCE GUNFIGHT 


, by Lou Chiodo 


A firearms training program geared for the 


: high-speed, close-distance conditions of a real 

? gunfight needs to be about fighting, not just 

? shooting. Former U.S. Marine and California 

? Highway Patrol veteran Lou Chiodo recognizes 
: this fact, and this important book outlines the 

? fundamentals of his reality-based program — one 
: that enjoys one of the highest police officer sur- 
? vival ratings in the country. 


Whether you are a police officer, firearms 


: instructor or armed citizen, Winning a High- 

i Speed, Close-Distance Gunfight will help you 

? evaluate your present program and adopt useful 
? training methods to prepare for real-life armed 

: confrontations. Read this valuable book and start 
? training to fight, not just to shoot. 5! x 8'/, soft- 
? cover, photos, 150 pp. 
? #WGF 


$20.00 : 


: BUILDING A BETTER GUNFIGHTER 
: Improving Marksmanship, 

? Mechanics, and Mindset 

? by Richard Fairburn 


It is not enough to just have a gun — it is also vital 


: to be trained in the proper use of that weapon. That 
is what this book is all about.A veteran law enforce- 
? ment officer and firearms trainer for more than 30 

? years, Richard Fairburn trained under the legendary 
? Col. Jeff Cooper at Gunsite and Clint Smith at Thun- 
: der Ranch and has all available NRA instructor cert 
? fications. In Building a Better Gunfighter, Fairburn 
? has turned his remarkable skills toward teaching you 
: how to properly employ a firearm in combat. 
i 5‘; x 8'/, softcover, photos, 208 pp. 

? #BBGF 


$25.00 | 
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GABE SUAREZ ON TACTICAL SHOOTING 


KALASHNIKOV 
RIFLE 
GUNFIGHTING 
Too Simple to Be 
Tactical 

Gabe Suarez has 
embraced the Kalash- 
nikov rifle system for 
its utility, accuracy and 
ruggedness. In this 
video, Suarez teaches 
: you the “caveman simple” skills you need to oper- 
: ate the AK rifle platform and win in a combat envi- 
: ronment. He addresses the common myths about 
: the AK and explains why it is one of the best 
? weapon choices for urban and close quarters com- 
: bat. He teaches you about the AK fire control sys- 
: tem, proper use of the sling, zeroing the AK and 
: ready/carry positions. Color, approx. 97 min. This 
: title is also available for download as a DVD On 
: Demand. 
: #KRGDVD 
THE TACTICAL 
ADVANTAGE 
A Definitive Study 
of Personal Small- 
Arms Tactics 

The most complete 
study of tactical firearm 
principles ever compiled 
includes how to search 
corners, doors and hall- 
: ways; proper use of 
i cover and concealment; weapon retention; dis- 
: tance intervals and close-quarters moves; and 
: more. 5'/ x 8', softcover, photos, illus., 216 pp. 
: #TA 


THE TACTICAL 
ADVANTAGE: 
THE VIDEO 
A Fighter’s Guide 
to Practical 
Handgun Tactics 
Based on the best- 
selling book, this video 


Gabriel Suarez 


of handgun tactics 

i under difficult circum- 
: stances: “slicing the pie,” navigating both primary 
: and off-side corners to minimize your exposure; 
: clearing T-intersections and doorways; traversing 
: stairwells, and more. Color, approx. 75 min. This 
: title is also available for download as a DVD On 
: Demand. 

: #TADVD 


I 
| SAVE $13.00 WHEN YOU BUY 
: | THE TACTICAL ADVANTAGE AND 
: | THE TACTICAL ADVANTAGE:THE VIDEO 
: | #TASETDVD $38.95 
; For retail sales only. 
I 


$22.00 } 


teaches the vital basics 


THE TACTICAL 
SHOTGUN 
The Best 
Techniques and 
Tactics for 
Employing the 
Shotgun in 
Personal Combat 
Everything you need 
to know about combat 
shotgunning in close- 
quarter, short-duration exchanges; during low- 
light encounters with multiple hostiles; and much 
more. 5'/ x 8'/, softcover, photos, illus., 232 pp. 
$25.00 


TACTICAL PISTOL 
MARKSMANSHIP 
How to Improve 
Your Combat 
Shooting Skills 

Here Gabe Suarez 
revisits some of the topics 
in The Tactical Pistol and 
presents even more gun- 


ent twists on basic skills 
and unique tricks to help fine-tune how you aim and 


: fire a gun under stress. Topics include the ideal serv- 


ice pistol; choosing a serious combat caliber and 
much more. 5/2 x 8'/, softcover, photos, 208 pp. 
#TPM 


THE 
TACTICAL RIFLE 
The Precision Tool 
for Urban Police 
Operations 
THE Pa Gabe Suarez details 
| \ NA | AL. 

rifle affords the inner 
RRL city police officer or 
SWAT operator in a 

wide range of deploy- 

ment situations and presents innovative tech- 
niques that are replacing the “traditional” ones 
among agencies that have adopted the rifle. 
5/2 x 8'/, softcover, photos, illus., 264 pp. 


#TR $25.00 


THE TACTICAL PISTOL, THE TACTICAL 
RIFLE, THE TACTICAL SHOTGUN AND 
TACTICAL PISTOL MARKSMANSHIP 


#TACTICALSET $74.50 


For retail sales only. 
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handling techniques, differ- : 


$22.00 } 


the many advantages the : 


THE TACTICAL 
{The ..» PISTOL 
es Advanced 
o Gunfighting Concepts 


and Techniques 

Gabe Suarez shares 
with you the most vital 
lessons, tactics and tech- 
niques for deploying and 
firing your sidearm in a 
life-or-death situation. 
Chapters cover the dynamics of a gunfight, the rules : 
of close-quarters combat, holding hostiles at gun- 
point, dealing with multiple adversaries, operating in : 
reduced-light environments, wounded shooter 
techniques and more. Contains a foreword by Jeff 
Cooper. 5'/ x 8'/, softcover, photos, illus., 216 pp. 


je $27.00 
Ae ea 4: FORCE-ON-FORCE 
j SURF TRAINING iced 


The Interactive, : 
Reality-Based Solution : 

Move beyond the : 
static square range and 
into the world of ; 
intense interactive train- i 
ing with replica firearms 
against live human 


? adversaries under real-world conditions. This 

? training accustoms you to what a human being 

: (as opposed to a paper target) looks like in your 
? gun sight. 51/2 x 8'/, softcover, photos, |22 pp. 


#FORCEON $18.00 


FORCE-ON-FORCE : 
HANDGUN : 
DRILLS 
AVideo Guide 
to Interactive 
Gunfight Training 

Get an inside look 
at Suarez’s force-on- 
force handgun seminar, : 
where he presentsa_ i} 
series of high-intensity 


: drills designed to teach you how to make your 

: firearms practice valuable on the street, and how : 
? to modify your range training so that you can get 
? maximum benefit for your time spent. Color, : 
? approx. 85 min. This title is also available for 

? download as a DVD On Demand. 
: H#FORCEONDVD 


$29.95 : 


SAVE $12.00 WHENYOU BUY | | 
: | FORCE-ON-FORCE GUNFIGHT 


; 1 TRAINING AND FORCE-ON-FORCE 
i | HANDGUN DRILLS 
: | #HORCEONSETDVD 


oe For retail sales only. | ! : 


$35.95 | 


U.S. RETAIL ORDERS 1.800.392.2400 
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REX APPLEGATE: THE LOST TAPES 
The Historical Evolution of Knife and Handgun Tactical 
Response through Fairbairn-Sykes Techniques 

Recently discovered in a stack of old tapes, this 1992 video contains rare 
footage of Colonel Rex Applegate in his later years. In it, the late Colonel re- 
veals little-known anecdotes from his career and covers timeless elements of 
combat shooting and knife fighting. 

In this vintage video, Applegate describes his shooting background, which 
began early in his boyhood, and the combat shooting experience he gained 
during World War Il, especially during his collaboration with W.E. Fairbairn and 
E.A. Sykes. Of special interest to shooting enthusiasts is the instinctive method 
of combat shooting Applegate helped develop during the war, which was based on point shooting. 

In the last part of this video, Applegate reveals the evolution of combat knife fighting, how double- 
edged knives entered the scene and how the design of his classic Applegate-Fairbairn Fighting Knife was 
influenced by real-life fights, as well as by experiments with blindfolded fighters! Rex Applegate—The 
Lost Tapes is must-see footage for anyone interested in combat shooting or knife fighting. Approx. 103 
min. This title is also available for download as a DVD On Demand. 
#RALTDVD 


REM APPLEGA 


TACTICAL POINT 


TACTICAL POINT SHOOTING 

The Lost Knowledge of Point Shooting 

with Jim Wilson, John McSweeney, Pat Cascio, and Col. Rex Applegate SHOOTING 
Tactical Point Shooting contains valuable shooting knowledge that has 

been either lost or underappreciated for years. The three techniques shown, ee Fe 

explained and practiced by Sheriff Jim Wilson, John McSweeney and Pat Cas- ne ~ 

cio in this video were valuable contributions to Col. Rex Applegate's instinc- Te 105 edge 

tive point shooting technique. Shooting 
Each demonstrating his aptly named move, Wilson (The Punch), McSweeney 

(The Swing) and Cascio (The Lift) show you three options for firing instantly 

when there is no time for aiming at the attacker. Tying it all together, Col. Rex 

Applegate shares his thoughts about instinctive point shooting, including why a gun owner must prepare 

for situations where an aiming stance is impossible or not the best choice. Don’t miss your opportunity 

to learn this forgotten wisdom about point shooting from these four exceptional shooters. Approx. 30 

min. This title is also available for download as a DVD On Demand. 


#TPSDVD $11.95 
eee i aa seas 1 
| SAVE $9.95 WHEN YOU BUY j 
| REX APPLEGATE: THE LOST TAPES AND TACTICAL POINT SHOOTING i 
| #RASETDVD $24.95 | 
1 i 
1 i 
1 i 


For retail sales only. 


ONLY HITS COUNT 
Practical Firearms Training for Personal Defense 
with Louis Awerbuck 

Both beginning and advanced shooters can benefit from this firearms course designed to teach shot 
placement, stopping power, multiple-attacker scenarios, barricades, cover vs. concealment, and more. 
Color, approx. 75 min. This title is also available for download as a DVD On Demand. 
#ONLYDVD 


: HIDDEN IN PLAIN SIGHT 

: A Practical Guide to 

? Concealed Handgun Carry 

? by Trey Bloodworth and Mike Raley 


: HIT OR MYTH, REVISED AND UPDATED 

: An Analysis of Target Systems for Practical Training in Defensive Shooting 
: with Louis Awerbuck 

i In this revised and updated edition of a shooting classic, the author takes aim again at the problem of 
: training on flat, stationary targets on the range and then facing three-dimensional moving targets in the 
i streets. 5'/ x 8//, softcover, photos, 84 pp. 


i #MYTH2 
: ( K) KINDLE 
: ‘f@ 

SAVE $11.00 WHEN YOU BUY 
: | HIT OR MYTH, REVISED AND UPDATED AND ONLY HITS COUNT 
: | FONLYSETDVD $33.95 
i! For retail sales only. 


U.S. RETAIL ORDERS 1.800.392.2400 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


TACTICAL 
REALITY 
An Uncommon 
Look at 
Common-Sense 
Firearms Training 
and Tactics 
by Louis Awerbuck 

This book brings 
together a decade of 
S.WA. r sete by Louis Awerbuck on subjects 
ranging from creative target systems to firearms 
marksmanship under stress to surviving a deadly : 
force encounter. 8/2 x | 1, softcover, photos, 268 pp. ; 
#REALITY $35.00 : 


MORE 

TACTICAL 

REALITY 

Why There’s 

No Such Thing 

as an “Advanced” 

Gunfight 

by Louis Awerbuck 
More than 40 

S.WA.T. magazine 

columns from Louis Awerbuck provide even 

more expert advice on “battle smarts,” shooting 

one-handed, balancing speed and accuracy, and 

much more. 8'/2 x | |, softcover, photos, | 44 pp. 

#REALITY2 $25.00 


(PQ kinote 


' SAVE $15 WHEN YOU BUY 
TACTICAL REALITY AND 
MORE TACTICAL REALITY 
#REALITYSET 


| REALITY 


: 
i 
i 
i 
} $45.00 
: For retail sales only. | t : 
THE COMBAT SHOTGUN 
Concepts, Skills, and Tactics for Employing 
Shotguns in Personal Combat 
with Louis Awerbuck 

Real-world instruction in the critical skills of 


? shotgun marksmanship and gun handling for all 
? major types of combat shotgun actions. Color, 
? approx. 75 min. This title is also available for 

: download as a DVD On Demand. 
? #COMBATDVD 


$39.95 ; 


Get the latest information on what to look 


: for when choosing a concealed carry weapon: 
$15.00 : 

? carry modes, draw-time comparisons and more 

? than 100 manufacturers. 5/2 x 81, softcover, 

? photos, 176 pp. 
? #HIDDEN2 


how to dress, traditional and unconventional 


$20.00 : 


(Pa xinote 
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HANDGUN STOPPING POWER 


STOPPING 


POWER 
ru 


THE VIDEO 


SAVE $17.00 WHEN YOU BUY 

! HANDGUN STOPPING POWER AND 

| HANDGUN STOPPING POWER:THE VIDEO 
| #STOPSETDVD 

1 

1 


STREET 
STOPPERS 


HANDGUN STOPPING POWER 
The Definitive Study 
by Evan P. Marshall and Edwin J. Sanow 

By combining case studies of actual shootings 
with scientifically controlled test firings into 10- 
percent ordnance gelatin, the authors have devel- 
oped what may be the definitive methodology 
for predicting the stopping power of any handgun 
load. 8'2 x | 1, softcover, photos, 236 pp. 


#STOP $48.00 


HANDGUN STOPPING POWER: 
THE VIDEO 

This dynamic video brings the Handgun 
Stopping Power series to life with compelling 
interviews of people who have experienced the 
effects of handgun stopping power from both 
sides of the gun. Then, through technical shooting 
tests in gelatin, you'll see what really happens 
when different bullet designs strike tissue, graphi- 
cally illustrating why certain loads work better 
than others. Color, approx. 90 min. This title is 
also available for download as a DVD On 
Demand. 
#STOPDVD 


i 
$50.95 | 
For retail sales only. | 


STREET STOPPERS 

The Latest Handgun Stopping 

Power Street Results 

by Evan P. Marshall and Edwin J. Sanow 
More results on police and civilian shootings 

involving guns and ammo from .380 Auto to .45 

ACP; updated street results for exotic ammo; 

and a new formula to predict handgun stopping 

power — the Fuller Index. 8’ x | 1, softcover, 

photos, 384 pp. 


#SSTOP $50.00 
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M4 Evan P. Marshall - Edwin J. Sancw 


STOPPING 
| POWER 


STOPPING POWER 

A Practical Analysis of the 

Latest Handgun Ammunition 

by Evan P. Marshall and Edwin J. Sanow 
Stopping Power, the third book in the 

Handgun Stopping Power series, provides the 

latest results of police and civilian shootings in all 

the major handgun calibers, from .22 LR to .45 

ACP, plus results of the ammunition test proto- 

col of the U.S. Border Patrol, which is involved in 

more gunfights than any other federal agency; 


the emergence of the .357 SIG as a manstopper; the continued success of 
the .40 S&W on the streets; street results for major rifle and shotgun 
loads; and more. 8'2 x | 1, softcover, 500+ photos, 358 pp. 


#STOPP 


(% KINDLE 
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$52.00 
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ADVANCED CARBINE TACTICS 
Combat-Effective Carbine Training 
with Rich Nance and Aaron Peachman ; 

Its exceptional accuracy, controllability and wide : 
array of accessories make the carbine an essential: 
tool for modern warriors. In this video, WARTAC 
founder Rich Nance and WARTAC instructor 
Aaron Peachman teach combat techniques and 
tactics designed to help you deploy the carbine 
under real-world conditions. First they reveal the 
mindset needed to master the fundamentals of 
marksmanship, proper weapon handling and shooting positions, malfunction 
clearing and reloads, and shooting in low-light situations. Then step-by-step 
instruction in one- and two-man room entry and the use of cover provide 
you with the advanced tools needed to maximize the carbine’s advantages in 
a firefight. Ultimately, the will to win and expert training in sound combat tac- 
tics are what help you prevail in any violent encounter. This video delivers 
both. Color, approx. 55 min. This title is also available for download as a 
DVD On Demand. 
#ACTDVD 
BULLSEYES DON’T SHOOT BACK 
The Complete Textbook of Point 
Shooting for Close Quarters Combat 
by Col. Rex Applegate 
and Michael D. Janich 

The most convincing case yet for the adoption 
of point shooting as a vital training doctrine by 
police, military and civilian shooters. 5'/ x 8'/, 
softcover, photos, |20 pp. 
#BULLS 


$22.00 ; 


SHOOTING FOR KEEPS 
Point-Shooting 
for Close-Quarter Combat 
with Col. Rex Applegate 
Many commonly taught combat shooting 
techniques don’t work at close range, in low 
light and under conditions of extreme stress. 
One method that does is point shooting. Color, 
approx. 60 min. This title is also available for 
download as a DVD On Demand. 
#SHOOTDVD 


RIFLE 


THE GROUND 
Tactical Point 
Shooting for the MARKSMANSHIP 
21st Century 
with Matthew 
Temkin 

Firearms expert 
Matthew Temkin teach- 
es you how to get man- 
stopping accuracy at a range of zero to three feet 
using total target focus, also known as point shoot- 
ing. Taught point shooting by Col. Rex Applegate 
himself, Temkin shows you how to transform your 
body's natural startle reflex when confronted with 
an immediate lethal threat into a method of close- 
quarter gunfighting suitable for military, police or 
civilian application. Color, approx. 75 min. This title is 
also available for download as a DVD On Demand. 
#SHGDVD $39.95 


5. MARINE CORPS 


Poi otily 
for the 21st Contry” 


sits NOT be 


: RIFLE 
:? MARKSMANSHIP 
: U.S. Marine Corps 

: The U.S. Marine 

: doctrine on the art 

: and science of shoot- 
: ing effectively ...the 

: Marine way. 8’ x II, 
: softcover, photos, 

: illus., 118 pp. 
: #RMARK 


(% KINDLE 


U.S. RETAIL ORDERS 1.800.392.2400 


$25.00 ; 
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SECRETS OF 
MENTAL 
MARKSMANSHIP 


THE WIND BOOK 
FOR RIFLE SHOOTERS 
by Linda K. Miller and Keith A. Cunningham 
All other factors being equal, it is your ability to 
read the wind that will make the most difference 
in your shooting accuracy. The better you under- 
stand the behavior of the wind, the better you will 
understand the behavior of your bullet. 
Now, champion shooters Keith A. Cunningham 
and Linda K. Miller reveal everything they wish 
they’d known about reading the wind before they started shooting. Let 
these champions show you how to put together a simple wind-reading 
“toolbox” for calculating wind speed, direction, deflection and drift. Then 
learn how to use these tools to read flags and mirage, record and interpret 
your observations, and time your shots to compensate for wind. 
The essential wind-reading basics taught in this book will absolutely 
improve your shooting skills, whether you’re a target shooter, a plinker, a 


hunter or a shooting professional. 8'2 x | 1, softcover, photos, illus., 148 pp. 
#WBRS 


“The Wind Book for Rifle Shooters is ALL about wind reading 
from cover to cover, and that is its strength. The book focuses on real- 
world skills that can help you accurately gauge wind angle, wind velocity 
and wind cycles.” 


—accurateshooter.com : 


? DEFENSIVE USE OF FIREARMS 
: Revised and Updated 

i by Stephen P. Wenger 

? Acclaimed in its first edition for packing so much information into such a 
: small package, Defensive Use of Firearms has been updated for today’s 

: gun owners. This concise and affordable handbook offers instructive mate- 

: rial of value for everyone, from the newest gun owner to the experienced 

: instructor. It teaches common-sense principles, tactics and techniques dis- 
tilled from hundreds of hours of the author's training, which includes certifi- 
: cation as a law-enforcement handgun, shotgun, patrol rifle and tactical 

: shooting instructor. The chapters on tactics and skills include detailed line 

? drawings that aid the reader’s grasp of the concepts described. 5'/2 x 8'/, 

? softcover, photos, illus., 118 pp. 
: #DUSE2 


(PQ kinote 


$15.00 


CRUCIBLE ALL-ACCESS TRAINING 

? Volume 2: Horizontal Shooting and Tactics 

: with John Buchanan 

? InVolume 2 of the Crucible All-Access Training series, Crucible head 

i firearms instructor John Buchanan offers the strategy and tools needed not 

} just to survive but to prevail in the face of armed opponents. Whether you 

: have fallen, dived, or been pushed to the ground, it is highly likely that you will 
? find yourself on the ground during a gunfight. Horizontal Shooting and Tac- 
i tics covers how to position yourself properly to deploy your weapon under 
? stress, the tactics to use when you find yourself underneath your opponent, 

: how to successfully fire your weapon when behind cover and the mindset 

? needed to change tactics when you find yourself on the ground. Color, approx 
: 80 min. This title is also available for download as a DVD On Demand. 

: #HSTDVD $49.95 


: See pages 6, 21,24 and 26 for additional volumes in the series. 

: SAVE $52.25 WHEN YOU BUY 

? | ENTIRE 5-VOLUME CRUCIBLE ALL-ACCESS TRAINING SET 

#AASETDVD $157.50 
For retail sales only. 


U.S. RETAIL ORDERS 1.800.392.2400 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


SECRETS OF MENTAL MARKSMANSHIP 
How to Fire Perfect Shots 
by Linda K. Miller and Keith A. Cunningham 
To fire a perfect shot, you need to bring 
together a mix of very specific conditions into 
that single moment when the trigger breaks. 
Some of the required conditions are technical, 
some of them are physical, but the requirements 
that are most important — and most elusive — are 
the mental skills. 
Secrets of Mental Marksmanship is a 


: detailed guide to developing conscious and subconscious powers that will 
: elevate your marksmanship practice, training and performance to the level 
: of expert shooters. Keith Cunningham and Linda Miller — both champion 

: shooters and master instructors — provide a set of tools that can be used 
: to acquire and access the mental skills needed to perform to the best of 
your ability.8 '2 X II, softcover, illus., 222 pp. 

? #MENTAL 


$30.00 : 


SAVE $16.50 WHEN YOU BUY 


THE WIND BOOK FOR RIFLE SHOOTERS AND 
SECRETS OF MENTAL MARKSMANSHIP 
#MARKSET $50.50 


For retail sales only. 


ADVANCED HANDGUN 
SURVIVAL TACTICS 
Real-World Techniques 
That Work When It Counts 
by David H. Leflet & Curtis Porter 
In Advanced Handgun Survival Tactics, au- 
thors Dave Leflet and Curtis Porter demonstrate 
why most of what is being taught today about tacti- 
cal shooting is not just worthless but also danger- 
ous. To combat this, they drew on their years of 
tactical shooting experience in law enforcement 
and the military, along with proven scientific and medical research, to create 
their own training program for developing and maintaining tactical readiness 
for law enforcement officers and civilians interested in combat shooting. 
Their tactical training system, which they call the Porter method, is a 
reality-based approach to handgun shooting. The tactical skills they teach 
are based on combat-shooting techniques that have been repeatedly field- 
tested and proven during actual combat by gunfighters, combat veterans, 
military instructors and law enforcement officers. They are not based on 
police firearms training because most police training is badly flawed and 
unsafe for people who attempt to use it in the 
real world. One common mistake people make 
is in believing that shooters who can punch 
holes in paper targets, which don’t shoot back, 
have the skills they need to prevail in a real 
shoot-out. They are dead wrong. 
There are no second-place winners in tac- 
tical shooting. You have people who survive 
and people who die. This book teaches 
shooting techniques that can help you sur- 
vive. Though it is primarily about handgun 
shooting, the authors have included a bonus 
chapter on tactical shotgun shooting for 
special situations. 5'/2 x 8’, softcover, pho- 
tos, 256 pp. 
#AHST 


$17.95 
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UNREPENTANT i UNREPENTANT 
SHOOTING WITH ANDY STANFORD SINNER 
‘ The Autobiography of 
COMBAT a] Col. Charles Askins 
The Ultimate Guideto Colonel Askins 
SURGICAL SPEED SHOOTING Equipping, 2a recounts his early days 
How to Achieve High-Speed Handling, & i as a forest ranger, his 
Marksmanship in a Gunfight Firing the | decade of slinging lead 
apEen ea Firearms instructor Andy I Combat Rifle u on the Mexican border, 
i SK 0 0 TIN G Stanford Presents the Discoventhemost his astounding success 
latest combat pistol = common types of combat #8 2 competitive pistol shot, his combat partici- 


techniques used by 
hostage rescue teams 
and top competitive 
grandmasters. Contents 


pation in World War Il, his adventures as a para- 
trooper in the early days of the Vietnam War 

and his career as one of the world’s leading big- 
game hunters. 5'/2 x 8'/2, softcover, 366 pp. 


rifles and the only two 
accessories you will need 
to make any of them fit to fight. Color, approx. 95 
min. This title is also available for download as a 


include how to manage DVDIOnbonen #REPENT2 $32.00 : 
handgun recoil in rapid #RIFLEDVD 29.95 : 
SEEM re rather than fight it $29. G) 200K ( K) KINDLE 


secrets of high-speed 
trigger control, shooting with one and two 
hands while stationary and on the move; and 
more. 5'/ x 8'/, softcover, photos, |52 pp. 
#SURGICAL $18.00 


g eBOOK (% KINDLE 


FIGHTING 
WITH 
FIREARMS 
Combat 
Handgun, 
Shotgun, and 
Rifle Skills for the 
Real World 

The best combat 
shooting techniques 
for the handgun, rifle 
and shotgun, as well as how to integrate gun- 
fighting with unarmed and edged weapon skills. 
Color, approx. 90 min. This title is also avail- 
able for download as a DVD On Demand. 
#FWFDVD $19.95 


ADVANCED 
FIGHTING 


Concepts, Skills, 
‘and Tactics for 
the Advanced 
Combat 
4 Shooter 


Concepts, Skills, 
and Tactics for 
the Advanced 
Combat Shooter 
Learn the secrets 
to shooting on the 
move, handgun and 
shoulder weapon 
retention, the use of the shotgun as an urban 
rifle and more. Color, approx. 75 min. This 
title is also available for download as a DVD 


On Demand. 
#AFWFDVD $19.95 


SAVE $9.95 WHEN YOU BUY 
| FIGHTING WITH FIREARMS AND 


! 
| #FWFSETDVD $29.95 


1 For retail sales only. 
1 


WITH FIREARMS 


1 

f 

I 

| 3 

te 
| ADVANCED FIGHTING WITH FIREARMS | : 

: 

1 

1 


MARTIAL 
MARKSMANSHIP 
A Fighter’s Guide to 
Close-Quarters Hand- 
gunning 

Andy Stanford and Mike 
Janich show you how point 
shooting and sighted fire 
can not only coexist, but 
be synthesized to yield 
superior shooting tech- 


: nique. Color, approx. 75 min. This title is also available 
: for download as a DVD On Demand. 
? #MARDVD 


FIGHT AT NIGHT 
Tools, Techniques, 
Tactics, and Training 
for Combat in Low 
Light and Darkness 

From simple flashlights and 
light mounts to laser aimers 
and tritium sights to the lat- 
est night-vision systems, 
learn how to employ night- 
fighting implements effective- 
ly. 5'2 x 8'A, softcover, pho- 
tos, illus., 220 pp. 


#NIGHT $22.00 


COMBAT RIFLE 
MARKSMANSHIP 
EXERCISES 
Training Effectively 
for Combat Readiness 
Learning to use a rifle in 
combat requires that you 
hone your skills through 
task-specific practice, using 
the practical drills and exer- 
cises outlined in this book. 
5'A x 8'/, softcover, 56 pp. 
#CRM $10.00 


(% KINDLE 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


HOW TO SHOOT 
YOUR MI6/AR-15 
IN TRAINING 
AND COMBAT 

This U.S.Army 
training manual for 
the M16 provides a 
concise rundown on 
the weapon’s opera- 
tional characteristics 
and outlines military 
marksmanship principles and drills. 8/2 x ||, 
softcover, illus., 88 pp. 
#M16 


$15.00 


ADVANCED 
TACTICAL 
MARKSMAN 
More High- 
Performance 
Techniques for 
Police, Military, and 
Practical Shooters 
by Dave Lauck 

Learn how to figure 
out angle shots, streamline the zero process, hit 
targets at 2,000 yards, deal with low-light and 
other real-world scenarios, choose optics and 
accessories, and much more. 8'/ x | |, softcover, 
photos, illus., 230 pp. 
#ATM 


THE COMPLETE BOOK OF 
COMBAT HANDGUNNING 
by Chuck Taylor 

Chuck Taylor is no “armchair expert.” He 
holds a combat master rating with all four small 
arms (rifle, pistol, shotgun and submachine gun). 
In this manual, he covers all aspects of combat 
handguns and their use, including techniques for 
using handguns, preparing the handgun for com- 
bat, handgun stopping power, the basics of sur- 
viving a fight, maintenance of a handgun and 
more. 8'/ x ||, softcover, illus., 182 pp. 
#COMBHG 


(ZQKinote 


U.S. RETAIL ORDERS 1.800.392.2400 


$35.00 | 


: by R.K. Campbell 
: As anyone who has tried to buy ammunition 

: lately knows, demand is far outstripping supply. 

: Cartridges in the most popular calibers — espe- 

: cially .22, 9mm and 

.223 — are getting harder 
to find and afford, and 

EA FY J even exotic loadings are 
~ SHORTAGE flying off the shelves. 
Gun enthusiasts, sports- 
men, recreational and 
competitive shooters, 
and concerned citizens 
are up in arms over the 
: lack of available ammo, 

: merchant restrictions on purchases and the ru- 

: inous prices being demanded for what’s out 

? there. 

Lifelong shooter R.K. Campbell has survived 

: ammo shortages before. In this invaluable new 

? book, he examines today’s scarcity to determine 
: whether it’s real, what's causing it and how long 

: it will likely last. Most important, he offers a num- 
: ber of straightforward strategies he and his 

: shooting buddies have employed to deal with the 
: limited supply: 


Cultivating local vendors 

* Navigating on-line sources 

* Trying your hand at handloading 

* Building versatility into your arsenal 

* Evaluating surplus ammo as an option 
* Using cartridge adaptors 


: Get the most bang for your shooting buck by 

? following the commonsense and proven advice in 
: Dealing with the Great Ammo Shortage. After 
? all, what good is having firearms without an 

i ample supply of bullets? 5'/2 x 8'/, softcover, pho- 
? tos, illus., 168 pp. 


1.800.392.2400 


TT COOPER 
THE ART OF THE 


Jeff Cooper wrote 
this book because 
“the subject has been 
completely ignored 
since World War II.’ 
Here he tells you 
everything you need 
to know about 
shooting the rifle, 
whether you intend 
to use it for hunting, 
combat or target 


THE ART OF THE 


| RIFLE 


: Special Color 
:? Edition 


A complement to 


H the original classic, 

: this special color edi- 
? tion has 21 entertain- 
i ing and informative 

: chapters on sighting 

: and aiming, firing and 

i resting positions, 

i zeroing, slings, moving 
i targets, breathing — 


TO RIDE, 
SHOOT STRAIGHT, 
AND SPEAK 

THE TAU 


JEFF COOPER 


Knowledge of per- 


: sonal weapons and 
: skill in their use are 
? necessary attributes of : 
? any man who calls 

: himself free. In this 

? classic collection of 

: essays Jeff Cooper 

: faces the facts of mod- 
? ern life and concludes 


ADIN BEST-SELLERS BY JEFF COOPER * 


FEED COOPERS 


: A Gunsite 


Anthology 
Cooper’s Fire- 


: works is a collection 
of wild, hilarious, 
: shocking, and always 


meaningful tales from 


? the remarkable life of 
= an American firearms 
: legend. Mount up and 
? ride along with 

? Cooper as he fights 

? the Japanese in the 


? and anew one on the 
? Scout rifle. 5' x 8, 

i softcover, color pho- 

? tos, 224 pp. 


(% KINDLE 


shooting. In his usual 
style, Jeff Cooper dis- 
penses with the 
superfluous and gets 
right down to the 
essential elements. 
8’ x I 1, softcover, 
photos, 102 pp. 


The Street Cop’s 
and SWAT 
Operator’s Guide 
to Employment 
and Maintenance 
by Dave Lauck 

In the 1980s, the U.S. 
military switched to a 


9mm pistol and in doing so inadvertently caused 

? many law enforcement agencies to make similar 

: switches. Soon it seemed that every cop was carry- 
: ing a Glock, SIG, or S&W chambered in the dainty 
? 9mm round. And nearly as soon, stories of poor 

: overall performance began to emerge that told of 
? drug-crazed felons taking hit after hit from Imm 

? rounds and not stopping. Finally, experienced street 
: cops and tactical officers began switching back to 

: the trusty Colt 1911 chambered in .45 ACP as did 
: US. military special operations forces. 


The definitive guide to choosing, modifying and 


? using the 1911 for every situation the street cop 

? or SWAT operative might encounter. This author is 
: a highly regarded custom gunmaker and small-arms 
: trainer for law enforcement and civilian shooters 

: alike. 8’ x 1, softcover, photos, illus., 152 pp. 


: (Paxinos 


? that the armed citizen 
: is the correct answer 

= to the armed 

i sociopath. 5'/ x 8'A, 

: softcover, illus., 384 pp. 


: Pacific as a U.S. 

: Marine, hunts giant 

? Cape buffalo in Africa, 

? recounts the exploits 

? of fighting men. 8 x 

: 11, softcover, illus., 
192 pp. 


(% KINDLE 
(2 KINDLE 


Building Your Own 
Marksman, Sniper 
Simulator, and 
Competition Models 
by J.M. Ramos : 
Recently, a whole new 
arsenal of tactical rifles 
chambered for the most 


: popular small caliber of all time — the .22 long- 

: rifle rimfire — have exploded onto the firearms 

: scene. Almost overnight, every major name in 

: the industry jumped on the bandwagon, produc- 
: ing their own versions of tactical .22s based on 

: their popular full-bore battle rifle designs. You 

: could pay top dollar to get one of these factory- 
: made tactical 10/22, but it won’t be personalized 
: to fit your needs and tastes. What you need is a 
: one-of-a-kind, custom-made tactical 10/22 that 

; you can assemble yourself. 


Tactical Ruger 10/22 is the ultimate reference 


: for showing you how to do just that.Written by 

: J.M. Ramos, a noted gun designer and authority on i 
: rimfire weapons systems for more than 30 years, 

: this book features simple, step-by-step instruc- i 
: tions and hundreds of photographs for assembling : 
: a world-class tactical 10/22 from start to finish. 

: 8% x ||, softcover, photos, illus., 130 pp. 
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THE COMPLETE 


shooters. Long examines the AR-|5’s many 
military and custom spin-offs; provides an 
assessment of potential replacements being 
tested by the U.S. military; and evaluates acces- 
sories for the AR-15, with a hard look at which 
will enhance its capabilities — and which could 
get the shooter killed. 8'2 x | 1, softcover, pho- 


tos, illus., 334 pp. 
#ARI5SB 


SAVE $22.50 WHEN YOU BUY 


THE COMPLETE AR-15/M1I6 SOURCE- 
BOOK AND THE TACTICAL AR-15 


#ARI5SET 


Wintelorformirse Yr Vit 
Potico, Millar ind Prectical Shooters 


THE COMPLETE 
AR-1I5/M16 
SOURCEBOOK 
Revised and Up- 
dated Edition 
by Duncan Long 
Get fresh insight 
into why the AR- 
15/M16 remains a 
favorite of soldiers, 
police and civilian 


Standard/Mark I/ Mark 
by Duncan Long 
The definitive book for 


#RUG22 


AK47 


Family of Assault Rifles 
by Duncan Long 
Essentia information on 


#AK47 


$67.50 
For retail sales only. 


THE TACTICAL AR-I5 
High-Performance Techniques for Police, 
Military, and Practical Shooters 
by Dave M. Lauck and Paul W. Hantke 

This latest edition to Dave Lauck’s tactical 
series of books evaluates cutting-edge tactics and 
equipment in the tactical shooting field for either 
close-quarters combat or precision standoff duty. 
What sets it apart from other AR-|5 titles are its 
sections that will help you to advance your car- 
bine skills for all sorts of military, law-enforce- 


: ment and self-defense scenarios. 81 x | |, softcover, photos, illus., 248 pp. 


i #TAR 


RIFLE 


Revised and Updated 


POOR MAN’S SCOUT RIFLE 
Revised and Updated 
by Bob Cashner 

When Bob Cashner wrote Poor Man’s 
Scout Rifle in 2003, he showed the aver- 
age shooter how to fashion economical 
scouts from a variety of battle-tested mili- 
tary actions. This revised guide contains 
long-eye-relief scope-mounting hardware 
that wasn’t even on the market in 2003, as 


well as information on the newest scout rifle scopes; revised 
prices for rifles, parts and ammo; some additions and modifica- 
: tions requested by readers; and much more. 8/4 x II, softcover, 
: photos, illus., 178 pp. 


i #POOR2 


(9 KINDLE 
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$25.00 : 


x 8'/, softcover, photos, 192 pp. 


$45.00 ; 


THE AR-15/M16 
A Practical Guide 
by Duncan Long 

A look at the rifle that 
has inspired so many 
assault rifle designs and 
been adopted by mili- 
taries round the globe. 
8'/ x ||, soft-cover, pho- 
tos, 168 pp. 
#ARIS5 


THE RUGER .22 AUTOMATIC PISTOL 


Il Series 


the .22 auto. 5! x 8A, 


softcover, photos, illus., 162 pp. 


The Complete Kalashnikov 


the popular AK-47. 5' 


fe| eBOOK (Fa xinote 


THE CLASSIC 


RAF 


#MISET 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


$25.00 : faults--fitting the needs of homeowners, hunters, 
: survivalists, law-enforcement agencies, and mili- 


: tary forces equally. 


i countless variations of the 
: Mini-14 may with such 
: accessories as 

: scopes, magazines, 


$16.00 : 
: adapters and 


? more. 52x 8, 
i softcover, pho- 
? tos, 120 pp. 

: #MIN $19.00 


i ( PQ KINDLE 


$20.00 ; 


SAVE $11.50 WHEN YOU BUY 
THE COMPLETE MI GARAND AND THE CLASSIC MI GARAND 


THE MINI-14 
The Plinker, Hunter, 
Assault, and 
Everything Else Rifle 
by Duncan Long 

The Mini-14 is the 
most versatile modern 
rifle--descended from the 
MI Garand and M14, 
though with none of their 


Learn how to construct 
Duncan 


Long 
is an 

internationally 

recognized non- 
fiction and fiction 
writer of countless 
books and magazine 
articles on weapons 


multicaliber 


and warfare. He is a 

best-selling author 
for Paladin 
Press. 


THE COMPLETE MI GARAND 
A Guide for the Shooter and Collector 
by Jim Thompson 

This practical, heavily illustrated history pro- —: 
vides background on manufacturers and stateside : 
sources on the MI Garand. 8% x I 1, softcover, : 
photos, illus., 160 pp. 
#MI 


(PQ kinote 


$25.00 ; 


THE CLASSIC MI GARAND 
An Ongoing Legacy for 
Shooters and Collectors 
by Jim Thompson 

This sequel includes tactical and develop- 
mental history, advice on buying parts and parts : 
kits, World War Il and postwar delivery : 
chronology, and more. 8'2 x | 1, softcover, pho- 
tos, illus., 112 pp. 


#CLASSIC $20.00 


$33.50 
For retail sales only. 


U.S. RETAIL ORDERS 1.800.392.2400 


ROBERT BOATMAN’S LIVING WITH WEAPONS SERIES 


SURVIVAL GUNS 
by Mel Tappan 
When first published 
in 1979, Survival Guns 
became the standard 
survival firearms refer- 
ence for a couple of 
decades. When it finally 
went out of print, it 
graduated from a classic 
to a collector’s item, because the principles 
and advice in it remained sound. Now the 
most well-known survival firearms book ever 
published is available to a new generation of 
concerned citizens facing the same threats Mel 
Tappan chronicled during his lifetime. 5'2 x 8'/, 
soft-cover, photos, 482 pp. 
#SVGUN 


HOW TO CUSTOMIZE YOUR GLOCK 
Step-by-Step Modifications 

You Can Do at Little Cost 

by Robert H. Boatman & 

Morgan W. Boatman 


This mini-“Glock- 
smithing” course 
explains why select- 
ed modifications 
improve perform- 
ance, and then pres- 
ents step-by-step 
procedures for mak- 
ing them properly. 
8’ x | 1, softcover, 
photos, 72 pp. 
#CYG 


$22.00 


SAVE $13.00 WHEN YOU BUY 


: 1 HOWTO CUSTOMIZE YOUR GLOCK 
: 1 AND LIVING WITH GLOCKS 


: | #GLOCKSET 


$38.95 


pa For retail sales only. 
pa 


LIVING WITHTHE BIG .50 
The Shooter’s Guide to the 
World’s Most Powerful Rifle 
Go out to the range 
to examine the single- 


to and full-auto varia- 
tions of the .50; 
advanced and specialized 
ammunition; and recoil 
compensators, muzzle 
brakes, sound suppres- 
sors and other acces- 
sories. 82 x I 1, soft- 
cover, photos, | 74 pp. 
#BIG50O 
LIVING WITH GLOCKS 
The Complete Guide to the 
New Standard in Combat Handguns 

This book demystifies 
the enigmatic Glock trig- 
ger; critiques each Glock 
model in production; and 
provides chapters on the 
G36, the G20 and the full- 
auto GI8.8'/ x | 1, soft- 
cover, photos, |84 pp. 
#LWG $29.95 


(4 KINDLE 


<2 
Living;* 
Big .50 


Rabert H Boatman 


Living with 


NEL 1 7 CONCEALED 
mu 
Selecting Haniquns The Shooter’s Guide 
; 2 to Selecting Handguns 
- by Wiley Clapp 


y, HI \ Before investing your 
> money in, and trusting 
Y 5 at your life to, one con- 
he cealed-carry weapon, get 
the opinion of someone 


who’s tested handguns 


from every major manufacturer with concealed 
carry in mind.8'% x II, softcover, photos, |20 pp. 
i #CARRY 


$25.00 


? LEGENDS AND REALITY OF THE AK 


MODERN 
WEAPONS 
CACHING 
A Down-to-Earth 
Approach to Beating 
the Government 
Gun Grab 

by Ragnar Benson 

: Having spent years 

: refining his caching techniques, Ragnar Benson 
: shows you how to hide your guns. 5' x 8'/, 

: softcover, photos, 104 pp. 
? #CACH 


( K) KINDLE 


U.S. RETAIL ORDERS 1.800.392.2400 


' RAGNAR BENSON, 


$15.00 : 


: A Behind-the-Scenes Look at the 
: History, Design, and Impact of the 
: Kalashnikov Family of Weapons 

: by Val Shilin and Charlie Cutshaw 


Photos and technical 
specs of all AK-based 
weapons, the first public 
appearance of the AKB and 
AKB-| assault rifles and the 
latest prototypes of the 
successor to the AK-47, the 
AN-94 Nikonov. 8% x II, 
softcover, photos, 192 pp. 
#LEGENDS $35.00 


(Pa xinote 
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shot, bolt-action, semiau- 


$35.00 : 


? LIVING WITHTHE 1911 
: A Fresh Look at the Fighting Gun 


Get the lowdown on 
the “big three” makers 
of factory-model 191 Is 
and the three leading 
custom builders today, 
as well as informed 
opinion on the proper 
way to carrya 1911, 
practical vs. sport train- 
ing, and personalizing 
and tuning the fighting 
gun. 8'/ x | 1, softcover, 
photos, 142 pp. 
#LI9II $25.00 


LIVING WITH THE 


1911 


A Fresh Look at the Fighting Gum 
oo . . 2 


: LIVING WITH THE AR-1I5 
i The Complete Guide to the World’s 
: Most Versatile Rifle for Civilians 


The AR-15 is easily 
configured for home 
and community defense, 
small- and big-game 
hunting, pest control 
and more. Learn the 
best configuration for 
your AR-15.8'4 x II, 
softcover, photos, 88 pp. 
#LARIS $15.00 


THE SNUBBY 
REVOLVER 
The ECQ, Backup, 
and Concealed 
Carry Standard, 
Revised and 
Updated Edition 
by Ed Lovette 

The author reveals the 
four most common com- 
plaints about the snubby 


REVOLVER 
The HE, fachp, ad Cnceted aery Stats 


Et tomate 


(grip, front sight, trigger and ammo capacity) and 
: provides solutions. 5'/2 x 8'/, softcover, photos, 


; 188 pp. 

; #SNUB2 $22.00 ; 
THE GERMAN 
ASSAULT RIFLE: 


1935-1945 
by Peter R. Senich 

The only compre- 
hensive text on the 
German assault rifles 
during this decade. 
8'/ x II, softcover, 
photos 328 pp. : 
#GERMAN2 $42.00 : 
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EXPEDIENT HOMEMADE FIREARMS 

The 9mm Submachine Gun 

by PA. Luty 

This book provides 

step-by-step instruc- 
tions for an expedient 
9mm submachine gun 
that is easily construct- 
ed from readily available 
materials, does not 
require a lathe and 
milling machine, and can 
be built by anyone in 
about a week. 82 x II, 


softcover, photos, illus., 90 pp. 
#EHF 


( K) KINDLE 


THE DO-IT-YOURSELF 
GUNPOWDER COOKBOOK 
by Don McLean 

Everything from old government recipes for 
use by espionage operatives to the author’s own 
tried-and-true methods for making gunpowder. 
5'A x 8'/, softcover, illus., 80 pp. 


HOMEMADE GUNS 
AND HOMEMADE 
AMMO 
by Ronald B. Brown 
How many homemade 
gun books have you read, 
only to discover that to 
make the thing work you 
needed a metal lathe or 
milling machine? Not so 
with this book. 5% x 8'/, 
softcover, illus., 182 pp. 
#HO 


LETTERS FROM 
ELMER KEITH 

A Half Century 

of Advice on 

Guns, Ammo, 
Handloading, 
Hunting, and 

Other Pursuits 

by Timothy J. Mullin 
During Elmer Keith’s 
50-plus year writing 

: career, he developed a loyal following with whom 
: he corresponded regularly. Timothy Mullin, a 

: noted gun writer, corresponded with Keith and 

: kept all the letters he received. Discovering that 
: other recipients had also saved their letters, 

: Mullin decided to collect as many as he could and 
: compile them into a book. 8 x | I, softcover, 

: photos, 222 pp. 
i #ELMER 
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$20.00 


$20.00 ; 
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Guerrilla 
Gunsmithing 


The Glock Exotic Weapons System 


} THE GLOCK EXOTIC 
: WEAPONS SYSTEM 

: Transform your semiauto Glock into a weapon i 
: that delivers selective-fire operation without 

: altering major components. I x 8'/2, softcover, 
: photos, illus., 64 pp. 
: #GLOCKEW 


: ( K) KINDLE 


$37.00 : 
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THE WORKBENCH AR-15 PROJECT 
A Step-by-Step Guide to Building Your 
Own Legal AR-15 without Paperwork 
by D.A. Hanks 

The easiest, most straightforward method for 
home builders to create their own multipurpose 
AR-15 with common tools at a fraction of the 
cost of buying each rifle separately. 8’ x | |, soft- 
cover, photos, 78 pp. 
#PROJECT 


THE ULTIMATE RUGER 10/22 
MANUAL AND USER’S GUIDE 
by Mark White 

As good as the Ruger 10/22 rifles are right out 
of the box, they can be made even better with a 
little work on their triggers, actions and barrels. 
This work is easy, even for people with little gun- 
smithing experience. 8'/ x | |, softcover, photos, 


112 pp. 


#UR $18.00 


GUERRILLA GUNSMITHING 
Quick and Dirty Methods for Fixing 
Firearms in Desperate Times 
by Ragnar Benson 

Innovative ways to cobble together, patch up 
and otherwise make operational everything from 
antique rifles still found in today’s war zones to 
modern firearms suffering from appalling abuse. 
5/2 x 8'/, softcover, photos, illus., 160 pp. 


#GGS $20.00 


i 
Revised Edition 


i THE RUGER 1022 


The Ruger 1022 
Exotic Weapons System 


—a 


ze 


A DO-IT- 
YOURSELF 
SUBMACHINE 
GUN 
It’s Homemade, 
9mm, Lightweight, 
Durable—and It’Il 
Never Be on Any 
Import Ban Lists! 
by Gérard Métral 
Build your own 
submachine gun sim- 
ply by following the 
complete step-by- 
step plans and 
machinist’s drawings 
contained in this 
book. 8'2 x | 1, soft- 
cover, photos, illus., 
134 pp. : 
#SUBGUN $22.00 : 


(PQ xinote 


FULL-AUTO 
CONVERSION 
OF THE SKS 
RIFLE 
by Powder Burns 

A reliable automatic 
weapon conversion 
for the SKS that uses 
cheap AK-47 maga- 
zines that costs less 
than $160! 5'4 x 8%, 
softcover, photos, 
illus., 80 pp. 
#FULL 


(PQ xinote 


$15.00 


| ;- \! 


; EXOTIC WEAPONS SYSTEM 


Using simple hand tools, you can transform 
: your Ruger 1022 into a weapon that fires more 
: than 1,000 rounds per minute — without modify- 


: ing the receiver or trigger housing. || x 81, soft- 


$16.00 ; 
: #RUG2 


cover, photos, illus., 96 pp. 


$20.00 


WARNING: It is your responsibility to make sure that you have complied with 
all local, state and federal laws with regard to the manufacture of any firearm. 


U.S. RETAIL ORDERS 1.800.392.2400 


HOME WORKSHOP TITLES BY BILL HOLMES 


A MASTER 
GUNMAKER’S 
GUIDE 
TO BUILDING 
BOLT-ACTION 
RIFLES 

Using simple 
instructions and 
mechanic’s draw- 
ings, esteemed gun- 
maker Bill Holmes 
shows you how to make a custom bolt-action 
rifle. Discover how to select the design, mate- 
rials and tools; manufacture the bolt, trigger, 
safety and sights; fit, chamber, shape and finish 
the barrel; and more. 8' x | 1, softcover, pho- 
tos, illus., 152 pp. 
#BOLT 


fe eBOOK (Fa xinote 


HOME 
WORKSHOP 
PROTOTYPE 
FIREARMS 
How to Design, 
Build, and 
Sell Your Own Small 
Arms 

Bill Holmes gives you 
the finer points of creat- 
: ing actions, barrels, muz- 
: zle brakes, triggers, magazines, stocks and sights 
: for your own home workshop guns. 8'2 x II, 
: softcover photos, illus., 192 pp. 
: #PROTO 


: ( K) KINDLE 


A Master Gunmaker’s Guide to 


{ Bullding Bolt-Action Rifles 


$27.00 


$32.00 


: HOME WORKSHOP WEAPONRY 
: AVideo Guide to Building 

: Your Own Guns 

: Bill Holmes takes 
you into his shop and 
gives you a firsthand 
look as he builds the 
components for some 
of his most popular 
firearms designs. 
Through step-by-step 
demonstrations and 
close-up photography, 
; you will learn how to 

: build sheet-metal lower receivers, upper 

} receivers, trigger groups, bolts, barrels and other 
: gun components. You'll also learn Holmes’ little- 
: known tricks of the trade. This video is the next 
: best thing to an apprenticeship under a master 

; gunmaker. Color, approx. 50 min. This title is also 
: available for download as a DVD On Demand. 

: #HOMEDVD 


U.S. RETAIL ORDERS 1.800.392.2400 


$29.95 ; 


( K) KINDLE 


HOME WORKSHOP GUNS FOR 
DEFENSE AND RESISTANCE 
Vol. 1, The Submachine Gun 

How to make a SMG, including receiver, 
breech block, barrel, trigger assembly, stock, 
pistol grip, sights and magazine. 8'/2 x 5'/, soft- 
cover, photos, illus., 148 pp. 


#HWGI $22.00 


© HOME WORKSHOP GUNS 
FOR DEFENSE AND RESISTANCE 
tae foe 
The Mandque 
Hae 


HOME WORKSHOP GUNS FOR 
DEFENSE AND RESISTANCE 
Vol. Il, The Handgun 

Two complete designs are covered here: a 
semi- or full-auto pistol and a single-shot, 
falling-block handgun. 8'/2 x 5'/, softcover, pho- 
tos, illus., 144 pp. 


#HWG2 $18.00 


HOME WORKSHOP GUNS FOR 
DEFENSE AND RESISTANCE 
Vol. III, The .22 Machine Pistol 

Build your own compact open- or closed-bolt 
.22-caliber machine pistol in semi or full auto- 


matic. 8'/2 x | 1, softcover, photos, illus., 78 pp. 
#HWG3 $22.00 


(% KINDLE 


THE .50-CALIBER 
RIFLE CONSTRUCTION MANUAL 
With Easy-to-Follow Full-Scale Drawings 

Easy-to- 
follow fold- 
out drawings 
and precise 
dimensions 
lead you 
through the 
process of 
designing and 
constructing 
your own .50-caliber rifle easily and inexpensively. 
I 1 x 8'A, softcover, photos, illus., 72 pp. 
#RCM 


: 1 SAVE $27.05 WHEN YOU BUY 
: | THE ENTIRE 5-VOLUME 


$25.00 : 


:? HOME WORKSHOP GUNS FOR 
; DEFENSE AND RESISTANCE 
: Vol. IV, The 9mm Machine Pistol 


Building the closed- 
bolt and open-bolt ver- 
sions of the popular 
9mm machine pistol 
was never easier! 8'/2 x 
| 1, softcover, photos, 
illus., 96 pp. 
#HWG4 


(% KINDLE 


$22.00 


: HOME WORKSHOP GUNS FOR 
: DEFENSE AND RESISTANCE 
: Vol.V, The AR-15/M16 


Build an alternative 


HOME 
WORKSHOP hea : as a rifle or 
GUNS pistol, with open or 
meee closed bolt, in semi or 
ad ee full auto. 8% x I 1, soft- 
Resistance Nita photos, illus., 118 
PP- 
#HWGS5 $25.00 
SiN Holmes 
(% KINDLE 


HOME WORKSHOP GUNS FOR 
DEFENSE AND RESISTANCE SET 
#HWGSET $81.95 


For retail sales only- 


WARNING: It is your 
responsibility to make sure 


: that you have complied with 


all local, state and federal 
laws with regard to the 
manufacture or possession 
of any firearm. 


: THE HOME WORKSHOP 
? .50-CALIBER SNIPER RIFLE 


Find out how you can 
transform a surplus M-2 
heavy machine gun bar- 
rel and an assortment of 
readily available raw 
materials into an awe- 
some long-range preci- 
sion rifle in your work- 
shop. Color, approx. 60 
min. This title is also 
available for download 
as a DVD On 
Demand. 


#HWDVD-~ $29.95 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 7l 


KELLY McCANN’S CRUCIBLE 
HIGH-RISK ENVIRONMENT 
TRAINING, VOLUME TWO: 
POCKET PISTOLS 
Small-Frame Handgun 
Strategies for the Street 
with Phil Motzer; 
introduction by Kelly McCann 

Taught by the Crucible’s former chief firearms 
instructor, this video will show you that it’s not 
: the size of the gun in the fight, but where and 
: how you place your rounds that spells the difference between getting home 
: safe and going to the morgue. There are a lot of myths and misinformation 
: swirling around pocket pistols, and veteran shooter Phil Motzer cuts 
: through it all to teach various concealment and carry methods, shooting tac- 
: tics and ballistic effect on flesh. Going from revolvers to pistols and using cal- 
: ibers from the .22 to the .38, this is a comprehensive study of the real-world 
: use of the pocket pistol in combat. Color, approx. 60 min. This title is also 


Pocket 
Pistols 


Small-Frame Handgun 


Strategies for the Street 


with Pho Motzer 
Intredretisn by Wally MirCara 


CRUCIBLE HIGH-RISK ENVIRONMENT 
TRAINING II 
Volume 2: Security Shotgun 
with John Buchanan 

Combat veteran John Buchanan blows away 
the myths and misinformation about just what 
the shotgun can and can’t do, showing you how 
to successfully deploy this weapon system for 
both duty carry and home defense. Buchanan 
takes you step-by-step through the types of 
shotguns and shells so that you'll be able to 
make an informed decision about your personal defense instead of going 
with what some gun shop owner thinks you should have. From there, he 
gets into the nuts and bolts of handling the weapon, including proper recoil 
management, shooting the pump and semiautomatic shotguns, shot pat- 
terns, transitioning to a handgun, tactical use in the home and much more. 
Color, approx. |20 min. This title is also available for download as a DVD 
On Demand. 


: available for download as a DVD On Demand. 
: #PPDVD 


See pages 5, 24, 26, 60 and 83 for additional volumes in the series. 


SAVE $80.70 WHEN YOU BUY 


i | THE ENTIRE 6-VOLUME KELLY McCANN’S CRUCIBLE 


| HIGH-RISK ENVIRONMENT TRAINING SET 
: | #HHRESETDVD 


THE OFFICIAL SOVIET AK-74 MANUAL 
Operating Instructions for the 5.45mm 
Kalashnikov Assault Rifle (AK-74 and 
KS-74) and Kalashnikov Light Machine 
Gun (RPK-74 and RPKS-74) 

Written to teach 
Russian soldiers how 
to operate and main- 
tain the Kalashnikov 
Assault Rifle (AK-74) 
and Kalashnikov Light 
Machine Gun (RPK- 
74). 8'2 x | 1, softcov- 
er, illus., 150 pp. 
#AK74 $30.00 


#SECSDVD 
$49.95 


7-Disc Set: $199.00 
For retail sales only. 


#HRE2SETDVD 


: THE OFFICIAL SOVIET MOSIN-NAGANT 
: SNIPER RIFLE MANUAL 
i! This manual, avail- 
able in English for the 
first time, is entirely 
devoted to the sniper 
version of the 1891/30 
Mosin-Nagant rifle 
with PU scope. It cov- 
ers a wealth of sniper- 
specific tactics: sniper 
firing positions; battle- 
i field observation 

i points; range estimation; how to fire at stationary, 
i fleeting, moving and aerial targets; two ballistic 

i tables; and much more. 82 x | |, softcover, illus- 

? trations, 124 pp. 
: #MNSR 


$22.00 


THE OFFICIAL 
SOVIET AKM 
MANUAL 

Covers the Soviet 
7.62mm AKM assault 
rifle and its folding- 
stock twin, the AKMS. 
8'2 x | 1, softcover, 
illus., 116 pp. 
#AKM 


(% KINDLE 


? THE OFFICIAL 

? SKS MANUAL 

i The use, care and 

? maintenance of per- 

: haps the most widely 
: distributed of all Sovi- 
: et weapons: the SKS. 
i 8'4 x I 1, softcover, 
 illus., 102 pp. 


$20.00 : #OFFICIAL $17.00 


: K) KINDLE 


72 


$69.95 


See pages 6, 24, 26 and 72 for additional volumes in the series. 


SAVE $64.75 WHEN YOU BUY 


1 

1 

1 

THE ENTIRE 5-VOLUME CRUCIBLE HIGH-RISK ENVIRON- } : 

MENT TRAINING II SET Vi 
= 
1 


8-Disc Set: $225.00 
For retail sales only. 
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THE OFFICIAL SOVIET 
MOSIN-NAGANT RIFLE MANUAL 
Operating Instructions for the 
Model 1891/30 Rifle and Model 
1938 and Model 1944 Carbines 

The Mosin-Nagant 
bolt-action rifle is the 
most basic of the Russ- 
ian and Soviet small 
arms. Enthusiasts of this 
venerable rifle will find a 
wealth of information, 


TLL, 
THE OFFICIAL SOVIET 


MOSIN-NAGANT 
RIFLE 
MANUAL 


including assembly, 
cleaning and firing for 
zero, as well as several 
data tables describing 
the ballistics performance of the |48-grain type- 
1908 projectile. 8'/ x ||, softcover, illus., | 12 pp. 


THE OFFICIAL #OSM $22.00 
Ba Ss Vit) SOVIET SVD 
aVvu MANUAL 


Vicar 
Operating Instructions for 
the 7.6eren Dreqguney 

Sniper 


Designed by Evgeni- 
ty Dragunov, the 
7.62mm SVD was the 
first Russian rifle 
designed from scratch 
specifically for sniping. 
8’ x II, softcover, 
illus., 112 pp. 
#SVD 


( K) KINDLE 


$20.00 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


(% KINDLE 


SAVE $32.50 WHEN YOU BUY 
THE ENTIRE 6-VOLUME 

OFFICIAL SOVIET MANUALS SET 
#OFFICIALSET $98.50 


For retail sales only. 
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SILENCER HISTORY 
AND PERFORMANCE,VOL. | 
Sporting and Tactical Silencers 
by Alan C. Paulson 

The “dean of American silencer experts” 
examines remarkable suppressor technology 
from the world’s top designers, analyzing the 
construction and capabilities of some of the 
most sophisticated silencers ever made. Here 
he provides an unprecedented look at the 
development of these silencers, as well as an 
objective analysis of their capabilities. He reveals the proper methods for 
measuring suppressor performance, debunks misleading and unfounded 
claims made by others and provides authoritative details on the best pis- 
tol, rifle, carbine and machine gun silencers. 8'/2 x | 1, softcover, photos, 
illus., 422 pp. 
#SILENCER 


SILENG JE K 


HISTO! 


ALAN C. PAULSON 


SILENCER HISTORY 

AND PERFORMANCE, VOL. 2 

CQB, Assault Rifle, 

and Sniper Technology 

by Alan C. Paulson, N.R. Parker, 

and Peter G. Kokalis 

This volume provides an unprecedented 

look into the evolution, tactical employment 

and performance of state-of-the-art silenced 

firearms suitable for CQB, sniping and other 

professional applications. The authors have 
combined recently declassified material, numerous confidential sources 
and years of hands-on evaluations to reveal a wealth of information about 
today’s screw-on and integral suppressors for handguns, carbines, subma- 
chine guns, assault rifles and sniper systems. 8'/ x 8'/ x ||, softcover, 
photos, illus., 440 pp. 
#SILENCER2 


SAVE $30.00 WHEN YOU BUY 


THE 2-VOLUME 
' SILENCER HISTORY AND PERFORMANCE SET 
#SILENCERSET $90.00 


For retail sales only. 
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TACTICAL USE OF LOW-SIGNATURE 
WEAPONS FOR MILITARY AND POLICE 
by Mark White 

Tactical marksmen are employing low-signature 
firearms — fitted with one or more devices to reduce 
both the sound and flash of the gunshot — with ever- 
increasing frequency around the globe. When used 
with subsonic ammunition, a suppressed low-signa- 
ture rifle presents the ultimate in covert stealth for a 
wide range of missions. 

Reading Tactical Use of Low-Signature 
Weapons for Military and Police is like getting an exclusive look at the 
notebook of one of the eminent experts on subsonic ammo and cutting- 
edge suppressors, Mark White. In this book, White dispels the myths about 
silencers and reveals the true nature of firearm suppression, including an il- 
luminating examination of subsonic ballistics, a topic that usually gets short 
shrift in terms of research and development. In clear and precise terms, he 
explains the science behind the use of subsonic ammunition and suppressed 
weapons for both military and law-enforcement applications. With the right 
equipment and subsonic ammunition, a bullet discharged from a suppressed 
.308 rifle can be quieter than an 5'/ x 8'/, softcover, photos, | 18 pp. 
#LSW 


( Pa Kinde 


Mark White 


$15.95 


It’s no secret that silencers are being widely adopted among the various branches 
of the U.S. military. The best camo in the world won't help if the enemy is able to 
see the flash or hear the sound of discharge, thus helping that enemy target our 
soldiers. Silencers are rapidly becoming a necessary, integral part of the modern 
battle rifle. 


HAYDUKE ON SILENCERS 


THE HAYDUKE 

SILENCER BOOK 

Quick and Dirty Homemade Silencers 
George Hayduke explores the construction and 

use of homemade silencers.And best of all, they can 

be made right at your kitchen table with common 

items found around the house. 5'42 x 8'/, softcover, 

photos, illus., 80 pp. 


#HAY $15.00 


SILENT BUT DEADLY 
More Homemade Silencers 
from Hayduke the Master 

In this sequel to The Hayduke Silencer Book, 
George Hayduke widens the world of muffled mayhem 
with even more homemade silencers. 5'/2 x 8'/, soft- 
cover, illus., 88 pp. 


| Homemade 


} Silencers from 


The 9mm CQB Mark II suppressor provides the operator with the potential pacing #BUT $16.00 
ability to hide the fact that shots have been fired when using subsonic ammuni- posers 
tion in many realistic tactical scenarios. Note the glow inside the aperture of the 7 ( K) KINDLE 
suppressor’s front end cap, yet no muzzle flash occurs outside the suppressor. 1\ 
U.S. RETAIL ORDERS 1.800.392.2400 SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 73 
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Wet Silencers 


Bow They Work, 
Bow They Are Mache 


Woy Thay Are 
a bond ia 


ry KLAUS ROMPANEN 


THE ART AND SCIENCE 

OF WET SILENCERS 

Why They Work, How They Are Made, 
Why They Are a Good Idea 


by Klaus Rompanen 


Using a fluid to cool and contract exhaust gases 
from a firearm is one of the most effective ways to 
silence the report. For some reason, this principle 
has been neglected—or simply overlooked—by the 
ordnance community. For this reason, it may well be 


: the new frontier for research in the field of firearm suppression. 

In The Art and Science of Wet Silencers, Klaus Rompanen explains 
i why wet silencers work, how they are made, and why they are such a good 
: idea. He provides a brief explanation of the physical laws governing sound 
: suppression, an overview of the legalities of owning silencers, a history of 
: firearms suppressors, an examination of commercial wet silencers, and an- 
: ecdotes from his experience fir- 


: ing suppressed firearms. Most 
: important, he does so in plain 
: English so the layman can easily 


: follow along. 


: This informative manual will 

? appeal to anyone interested in the 
? state of the art of firearm silencer 
? technology. 5'/2 x 8'/, softcover, 


: photos, illus., 96 pp. 
: #HASWS 


: ( K) KINDLE 


: The Jarrett Noise Reducer was 

: intended to change the muzzle blast 
: “noise” to ultrasonic frequencies that 
? could not be heard in an envelope 

: handier than convential silencers 

: that truly contained the sound. (U.S. 
} Patent and Trade Office.) 


Breath 
UI 
Death 


—— 
—— 
— 


#BLOWSETDVD 


SAVE $8.95 WHEN YOU BUY 
BREATH OF DEATH AND BLOWGUNS 


$12.00 


BREATH OF DEATH 
The Blowgun Video 
with Michael D. Janich 

This comprehensive video guide to modern 
blowguns includes how to make home-built blow- 
guns and darts, choose commercial models and 
accessories, and more. Color, approx. 75 min. This 
title is also available for download as a DVD On 
Demand. 


#BREATHDVD $19.95 


BLOWGUNS 
The Breath of Death 
by Michael D. Janich 

Find out the secrets to buying or making your 
own blowgun and darts, shooting the weapon, 
devising custom targets, and more. 5'/2 x 8'/, soft- 


cover, photos, illus., 88 pp. 
#BLOW 


(% KINDLE 


$15.00 


J Eheal Thad wel fun Morne 


CRAIG &. MEISSNER 


DISGUISED 
WEAPONS 


‘The Late Enfirrcamtveent Guide to. 


THE NEW 
BULLWHIP BOOK 
by Andrew Conway 
This book intro- 
duces you to whip 
basics, parts of the 
whip, the different 
types of whips, the 
three basic whip 
cracks and step-by- 
step instructions on 
how to master those 
cracks. 8' x I 1, soft- 
cover, illus., 124 pp. 
#BWB2 


(PQ kinote 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


$20.00 } 


ZIPS, PIPES, AND PENS 
Arsenal of Improvised Weapons 


by J. David Truby 


See rare photographs of deadly improvised 
weapons collected from prisons, police depart- 
ments and Third World countries, and learn about 
their distribution and use. 5'2 x 8', softcover, pho- 


tos, illus., 160 pp. 
#ZIPS 


$20.00 


re eBOOK (2Qkinote 


IMPROVISED MODIFIED FIREARMS 


by J. David Truby 
and John Minnery 


Through vivid descriptions and rare photos, this 
book documents the extremes to which people 
will go when normal supplies of firearms are 
denied. 5’ x 8'A, soft- cover, photos, 294 pp. 


#IMF 


(PQ xine 


$30.00 


DISGUISED WEAPONS 
The Law-Enforcement Guide to 
Covert Guns, Knives, and Other Weapons 


by Craig S. Meissner 


From guns disguised as beepers and cell phones 
to razor-sharp plastic knives shaped like credit 
cards, the covert weapons described in this book 
are based on everyday objects that, while outwardly 
innocuous, are potentially lethal. 5'2 x 8'/, softcover, 


photos, illus., 222 pp. 
#DW 


BAZOOKA 
How to Build 
Your Own 
by Anthony Lewis 
Find out how to 
build your own 
bazooka, including 
construction, pro- 
pellant, igniter and 
cartridges. 5'2 x 
8'A, softcover, illus., 


60 pp. 
HBAZO = $10.95 
fe eBOOK 


(2Qkinote 


$25.00 


Cliff Savage 


i THE SLING 
: For Sport & Survival 
: by Cliff Savage 


The sling is the ulti- 


: mate lightweight 

; Weapon: silent, accu- 

: rate, easy to learn, 

: inexpensive to make, 

: portable and easily 

: concealed and trans- 

: ported. Learn how to 
: make and use the 

: sling. 5'4 x 8%, soft- 

: cover, photos, illus., 70 
: PP- 

: #SLING 


$12.00 


U.S. RETAIL ORDERS 1.800.392.2400 
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HOME WORKSHOP SILENCERS | 

All the construction and operation 
procedures for an SMG silencer, a 
pistol silencer and a simplified SMG 
expedient silencer. |2 x 9, softcover, 
illus., 80 pp. 


#HWSILI $20.00 


WORKBENCH SILENCERS 
The Art of Improvised Designs 
by George M. Hollenback 

In this collection of unique and interesting designs, 
author and part-time inventor George Hollenback 
shows you step-by-step details for constructing and 
attaching a number of innovative materials to the 
end of a Ruger bull-barrel .22 pistol, Colt .45 pistol 
and SKS carbine. Discover how plumbing devices, oil 
filters, PVC pipe and even lawn and garden gadgets 
can be fabricated into effective and unique firearm 
silencers. Most can be assembled from scratch in less 

than five minutes. 5'/ x 8'/, softcover, photos, 78 pp. 


#BENCH 
( K) KINDLE 
A 


MORE WORKBENCH SILENCERS 
by George M. Hollenback 

This sequel features four types of slip-on silencers and 
three perforated tube designs that can be friction-fitted 
directly onto the popular Ruger .22 bull barrel pistol, the 
venerable Colt .45 semiauto handgun, the compact .380 
Makarov and the Maverick Model 88 bullpup shotgun. 
One of the most significant inclusions in new this book is 
the “perforated tube” principle, in which the expanding 
gases following the bullet down the bore of the silencer 
: are vented off through perforations in the tube that make 
: up the core of the silencer. All these designs can be made with ordinary materials 
: available at any hardware store. 5'/2 x 8'/2, softcover, photos, 48 pp. 
: #MORE 


$20.00 


SAVE $8.05 WHEN YOU BUY 


WORKBENCH SILENCERS & MORE WORKBENCH SILENCERS 
#BENCHSET 


FIREARM SUPPRESSOR PATENTS 
Volume |: United States Patents 
by N.R. Parker; foreword by Alan C. Paulson 

Silencer industry insider N.R. Parker analyzes 
37 of the most significant, historic and effective 
silencer designs ever patented in the United 
States, as well as some unusual designs and a 
handful of notable failures. 

The patents range from the work of such pio- 
neers as Siegfried Hubner and Mitch WerBell to 
: modern masters Doug Olsen, Greg Latka and 
: others, from early government work up through today’s companies that are 
: providing state-of-the-art suppressors to elite-unit soldiers, covert opera- 

: tors, military and police snipers, and qualified civilian shooters. 8! x II, 
: softcover, illus., 384 pp. 
: #FSPI 


SUPPRESSOR PATENTS 


NB Purker 


U.S. RETAIL ORDERS 1.800.392.2400 


$15.00 : 


$55.00 | 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


BACKYARD CATAPULTS 
How to Build Your Own 
by Bill Wilson 

Be the first on your block to have your own 
catapult! Bill Wilson provides photos and plans 
for the building process, plus construction infor- 
mation on ballistas, onagers and trebuchets. 51/2 x 
8'/, softcover, photos, illus., 96 pp. i 


#BYC2 $10.00 : 


IMPROVISED SUPPRESSORS 
Secrets of Silencing Firearms 
Learn how common hardware and hand tools 
can be used to construct three types of impro- 
vised silencers that can be affixed to .22 pistols 
and rifles and even 9mm SMGs. Color, approx. : 
50 min. This title is also available for download as } 
a DVD On Demand. ; 
#SUPPDVD 


bn, 


Secrets of 
Silencing Firearms 


$22.00 ; 


ep 
Guide 


HOW TO MAKE 


HOW TO MAKE 


? HOWTO BUILD 


A SILENCER A SILENCER ? PRACTICAL 
FORA .45 FORA .22 : FIREARM 
A nuts-and-bolts Everything you : SUPPRESSORS 
guide to making your need to know to : by Keith Anderson 


: Instructions for 

: building a high-quality 
: suppressor that will 

: offer years of trou- 

: ble-free service. 5/2 x 


legally manufacture a 
silencer for any .22- 
caliber firearm is in 
this book. 52 x 8'A, 
softcover, illus., 64 pp. 


own silencer for the 
Colt 1911 Govern- 
ment Model .45 and 
its clones. 52 x 84, 
softcover, illus., 50 pp. 


#SIL45 $15.00 : #SIL $15.00 : 8'/,softcover, photos, 
i i : 112 pp. : 
(2Z@kinote (PQ kinote ! HBUILD — $22.00 : 


: For retail sales only. ; 


IMPROVISED FLEXIBLE WEAPONS 
AVideo Guide to Using Whips, Ropes, and 
Other Flexible Weapons for Self-Defense 
with Scott Homschek 

Using an easily acquired training rope, Scott 
Homschek teaches you the basic slashing and 
striking techniques for flexible weapons and then 
instructs you in dozens of fighting techniques. 
Color, approx. 120 min. This title is also available 
for download as a DVD On Demand. 
#IFWDVD 


THE MANUFACTURE OR POSSESSION OF 
FIREARM SILENCERS IS ILLEGAL WITHOUT 
PRIOR LICENSING FROM THE BUREAU OF 
ALCOHOL, TOBACCO, FIREARMS, 
AND EXPLOSIVES (ATF). 
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REVERSE-GRIP KNIFE FIGHTING WITH JAMES A. KEATING 


DRAWPOINT VOLUME ONE 
Reverse-Grip Knife Fighting Fundamentals 


DRAWPOINT Originally released 


VOLUME ONE on videotape as 
PRI Fg. cs updaced 
i Ba DVD teaches you the 
fundamentals of knife 
combat using the 
reverse grip. When 
the going gets really 
tough in close-quar- 
ters, real-world knife 
fighters turn to the reverse grip to win the fight. 
In this video, Keating reveals reverse-grip knife 
fighting’s secrets, from basic slashing and thrust- 
ing patterns to more advanced combat methods 


rr 
“ti Oe 


REVEASE-GRIP KNIFE FIGHTING 
FUNDAMENTALS 


wlth fames &. Keating 


that integrate foot traps and live-hand striking to i 
: with the blade, lightning-quick drawing and cut- 


create a virtually unstoppable close-combat sys- 


tem. Color, approx. 60 min. This title is also avail- 
: This title is also available for download as a DVD 
$39.95 : 
i #DP2DVD 


able for download as a DVD On Demand. 
#DPIDVD 


: MANUAL OF 

? THE BARATERO 
i or the Art of 

: Handling the 

: Navaja, the Knife, 
: and the Scissors of 
: the Gypsies 

: translated by James 
: Loriega; foreword by 
: Maestro Ramén 

: Martinez 


lation of Manual del 
: Baratero provides a win- 
: dow to the methods of 


ae ; : : illus., 182 pp. 

: knife fighting practiced HSEV $20.00 : 
: by the working class, i i 
: the criminal class and a 

the Gypsies in | 9th- fe] eer 


: century Spain. 5/2 x 81, 


: ( Pa kinote 


$22.00 } 


: softcover, illus., 174 pp. 
: #MANB 


( K) KINDLE 


? SEVILLIAN 

? STEEL 

? The Traditional 

? Knife-Fighting Arts 
: of Spain 

: by James Loriega 


Spain’s long and 


: rich history of blade- 
: handling comes alive 
: through photos, rare 
. ? historical illustrations 
hig annotated sraee : and colorful stories in 
> this book. 5'2 x 8%, 


? softcover, photos, 


by David Grant 


: diers and woodsmen 
: alike have armed 

? themselves with the 

? tomahawk, and with 

: good reason. This fas- 
? cinating book traces 

: the evolution of the 

? tomahawk as a tacti- 
i cal weapon, with a 

: primary focus on 


: hawks and their mak- 
? ers. 54x 8, soft- 


; DRAWPOINT VOLUME TWO 
: Reverse-Grip Knife Fighting Tactics 


Focusing on the 
edge rather than the 
point, Keating shows 
you how to perform 
the cover and slash 
drill: the fundamental 
combat drill every 
competent edged- 
weapon fighter needs 
to know. With his typi- 
cal attention to detail, 


DRAWPOINT 
VOLUME TWO 


REVERSE-GRUP KNIFE FIGHTING 
TACTICS 


with Jomes A. Keatieg 


: he teaches rapid knife deployment and maximum 
: efficiency in close-quarter combat, demonstrating : 
: how this drill and the applications drawn from it 
: can defend against both high-line and low-line 


attacks, how you can perform less-lethal attacks 
ting attacks, and more. Color, approx. 60 min. 


On Demand. 
$39.95 


$99.95 
For retail sales only. 


i TOMAHAWKS 


Traditional to Tactical 


&> 


David Grant 
i TOMAHAWKS : KNIVES OF WAR 
i Traditional i An International 
: to Tactical : Guide to Military 
: Knives from 


: World War | 

: to the Present 

: by Gordon Hughes, 

: Barry Jenkins, and 

: Robert A. Buerlein 

: Detailed line draw- 
i ings, rare historical 

: photos and fascinating 
i facts and anecdotes 

i about the edged 

: weapons used by both 
: sides during World 

: Wars | and Il. 8'4 x 

: II, softcover, photos, 


For centuries, sol- 


today’s tactical toma- 


: cover, photos, 150 pp. : 126 pp. 
i #TTT $17.00 | #KOW $25.00 
(PQ xinote @) <b00Kx 
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i: #DP3DVD 


DRAWPOINT VOLUME THREE 
Reverse-Grip Knife Fighting Strategies 
Taking what you’ve 
DRAWP OINT learned from the pre- 
vious volumes, Keating 
teaches the founda- 
tional fighting drill Pal- 
lasoot, designed to 
burn trapping and 
hooking techniques 
into muscle memory 
so no matter how 
you're attacked, you'll 
be able to control your assailant’s limbs. He also 
links this drill to the previous material, showing 


cA eS 


fa By 


REVERSE-GRIP BNIFE FIGHTING 
STRATEGIES 


werh lames A. Keating 


you a multiplicity of attack and defense strategies 
? for both lethal and nonlethal fighting. This isn’t 


overengineered knife-dancing: it is a knife fighting 
system you can plug into any close-combat style 


? for maximum effectiveness. Color, approx. 60 min. 
: This title is also available for download as a 


DVD On Demand. 
$39.95 


: James A. Keating has been in the field of personal 
: defense for more than three decades. Best known for 
? his groundbreaking work with edged weapons, Keat- 
? ing is considered a primary resource for state-of-the- 


Allied Military 
knives 


Fighting 


? ALLIED MILITARY 
? FIGHTING 

? KNIVES 

: And the Men 

: Who Made 

? Them Famous 

: by Robert A. Buerlein 


Firsthand accounts 


i by the special ops 

: troops who used 

: these knives in battle, 
: including U.S. Marine 

: Raiders and Army 

: Rangers; U.S., Canadi- 
? an and British air- 

i borne units; the leg- 

? endary Gurkhas; and 

? more. 84 x | I, soft- 

? cover, photos, illus., 

: 200 pp. 

? #ALLIED 


$37.00 


: art knife and counterknife skills. 


Ka 


? BALISONG 

: The Lethal Art 

: of Filipino Knife 
: Fighting 

: by Sid Campbell, 

? Sonny Umpad, and 
: Gary Cagaanan 


The legendary 


i Sonny Umpad joins 

: Sid Campbell and 

: Gary Cagaanan to 

: share their knowl- 

: edge of the balisong 

: knife, martial arts and 
: self-defense to teach 

: you the basics of 

: fighting with the lethal 
: and effective balisong. 
: 5'4 x 8'/, softcover, 

: photos, illus., 192 pp. 

: #BALI 


: ( kK) KINDLE 


U.S. RETAIL ORDERS 1.800.392.2400 


$19.00 
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GROUND KNIFE FIGHTING 
Advanced Tactics 
with W. Hock Hochheim 


pea HOCK HOCHNEIN 


. tions. 
GROUND KNIFE FIGHTING 


You may think you are prepared to fight back if you are attacked with a knife. After all, you've trained hard for the possibility and 
paid special attention to what to do if you get taken to the ground. But unless you have trained with VW. Hock Hochheim, you are 
not as ready to fight back as you should be. In Ground Knife Fighting: Advanced Tactics, military veteran, former cop and re- 
spected self-defense expert Hock Hochheim teaches a wide array of advanced knife strategies specially designed for ground situa- 


A complete fighter is the one who trains for all scenarios at every level of elevation: standing, kneeling, or lying on the ground. 
And a knife fighter is no exception. No one can predict how a knife fight will unfold, but once you land on the ground — either be- 


cause you trip or get knocked down — all the knife fundamentals you learned must be applied differently. In this video, Hochheim 
builds a ground knife fighting curriculum that works for a veteran fighter or an inexperienced civilian caught in a life-or-death situation. His graphic lessons 
cover realistic fighting positions, quick draws, knife strikes and effective counters, and other proven combat tactics for ground scenarios. Color, approx. 130 min. 


This title is also available for download as a DVD On Demand. 
#GKFDVD 


%& PALADIN BEST-SELLER * 


BOB KASPER: THE LOST TAPES 
Combative Knife Skills 

Nobody has ever done combative knife tactics 
better than Bob Kasper, and Bob Kasper:The 
Lost Tapes preserves Kasper’s definitive modern 
American combative knife curriculum for genera- 
tions to come. It carefully pieces together Kasper’s 
lifelong study and instruction of knife combatives 
from years’ worth of VHS home movies and semi- 
nar footage. Based on his teachings at the Gung- 
Ho-Chuan Association, this video covers brutal 
snap cuts and thrusts, startle cuts, blade-blocking maneuvers and stress 
draws. The Lost Tapes contains some of the most true-to-life combative 
instruction ever seen in the Paladin Action Library. Color, approx. 150 min. 
This title is also available for download as a DVD On Demand. 
#BKLTDVD 


BOR KASPER 


$49.95 


BOB KASPER'S TACTICAL KNIVES 
“Street Smart” Training Tactics 

That Work in the Real World 

by Bob Kasper; foreword by Steven Dick 


he was perfect to write the “Street Smarts” column 
for Tactical Knives magazine. For five years (from Janu- 
ary 1997 through March 2002) Kasper filled “Street 
Smarts” with his own unique perspective on staying 
: alive in the world’s most dangerous environments. 

: Now, for the first time, all of his Tactical Knives columns have been compiled 

: under one cover. 5'/2 x 8, softcover, photos, 252 pp. 
: #BKTK 


BOB KASPER’S STING 

OF THE SCORPION 

A Fundamental Guide to Knife Combat 

by Bob Kasper; foreword by Kelly McCann 
This book imparts Kasper'’s considerable knowledge 

about knife design, selection, carry and draw; but, most 

important, it reveals time-tested principles for using the 

knife in combat. In his exclusive foreword, training part- 

ner and friend Kelly McCann sums it up best:“‘Bob 

Kasper’s Sting of the Scorpion was written by a guy 

: who had both been stung and had stung — something too 

: important to overlook against a backdrop of ever increasing skilled, but perhaps 

i not experienced, instructors.We're all fortunate Bob wrote down his thoughts, 

: beliefs and training methodology regarding edged weapons or his untimely passing 

? would've left an even larger void than it did.” 5 x 8%, softcover, photos, | 20 pp. 


i #STING 
( K) KINDLE 
A 


U.S. RETAIL ORDERS 1.800.392.2400 


BOB KASPER'S 


fe eBOOK 


Bob Kasper had a special love for knives. That's why 


$17.00 : 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


2-Disc Set: $39.95 


BOWIE KNIFE FIGHTS, FIGHTERS, 
AND FIGHTING TECHNIQUES 
by Paul Kirchner 

Jim Bowie’s story is well known, but what of 
the other cutters and stabbers of his day? Gun- 
fighters have long been celebrated, but those 
who fought with the bowie knife have been 
largely ignored — until now. Unearthing accounts 
from memoirs, court records, regional histories, 
and newspaper archives, Paul Kirchner identifies 
and profiles the four greatest bowie knife fighters i 
of history, as well as numerous other wielders of 
the blade. 8'2 x | 1, softcover, illus., 390 pp. : 
#BOWIEKF $37.00 : 


SLASHING THE LINES 
Deadly Techniques of Filipino Knife Com- 
bat 
with Christopher J. Petrilli 

Christopher J. Petrilli takes the highly evolved 
skill set he demonstrated in the best-selling videos i 
Crashing the Lines and Cutting the Lines ina i 
brutal new direction: knife fighting. The foundation 
is a blade form that merges slashes, stabs, cuts and 
throws into a lethal flow of combat effectiveness. 
Taking the form piece by piece, Grandmaster 
Petrilli teaches applications that can be used both 
offensively and defensively. Color, approx. 210 
min. This title is also available for download as a 
DVD On Demand. 


#SLASHDVD 2-Disc Set: $49.95 


See page 37 for Cutting the Lines and Crashing the Lines, 
also by Christopher Petrilli. : 


SAVE $42.90 WHEN YOU BUY 

CRASHING THE LINES, CUTTING THE LINES (PAGE 37) 
AND SLASHING THE LINES 
#CRASHSETDVD 7-Disc Set: $126.95 


For retail sales only. 


SAVE $8.50 WHEN YOU BUY 

BOB KASPER’S INDIVIDUAL CLOSE COMBAT (PAGE 12) 
AND STING OF THE SCORPION 

#BKSET 


$25.50 
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THE FIGHTING KUKRI THE FIGHTING STAFF 
Illustrated Lessons on In The Fighting Staff Dwight McLemore does 
the Gurkha Combat Knife for the staff what he did earlier for the Bowie, toma- 
The kukri is one of the oldest combat/utility hawk and sword. In keeping with his philosophy on 
knives in existence today. Recognized as the fighting weapons, McLemore offers an eclectic 
national weapon of Nepal, the kukri has been approach to the staff that borrows the most effec- 
associated with the British Army’s fearsome tive techniques from Asian and European martial 
Gurkha brigades since their creation. The unique arts throughout history. Its real value lies in the 
downward slope of the blade gives the kukri its fighting concepts imparted, which serve as a lan- 
distinctive look and renowned ability to effect guage for advanced training. As always, your training 


powerful, accurate cuts. : is greatly enhanced by McLemore'’s beautifully exe- 
In this latest addition to his Fighting Weapons series, Dwight McLemore i cuted drawings that take you step-by-step through 
explores the full range of kukri training and deployment. He presents a sprin- i 25 fighting drills.8'/ x | 1, softcover, illus., 234 pp. 
kling of history with informed discussions of fighting approaches and numer- #STAFF $38.00 
ous training exercises on cutting, thrusting, blocking and the associated move- 
ment of a kukri fight. By mixing modern and historical concepts and illus- : (% KINDLE 


trating the text with hundreds of his highly acclaimed instructional drawings, : 
McLemore has created the first and perhaps ultimate training guide to this i Pere eet eet ere tere etree rere ee teeter etter reer rere rete teeter rere rete terre r eter re terre rere reer reer 
unique weapon. : THE FIGHTING SWORD 

The Fighting Kukri is a must for martial artists, blade enthusiasts, histori Illustrated Techniques and Concepts 
cal reenactors, fight directors of stage and screen,and men and women of The second in Dwight McLemore's Fighting 
the armed forces. 8'/ x | |, softcover, illus., 304 pp. Weapons series provides a crash course in how to 
#KUKRI $29.95 balance form and function in a sword and then fo- 
cuses on tactical techniques and concepts. You will 
learn how to master cuts, thrusts, blocks and parries, 
which you can then use for the more advanced tech- 
niques of disruption, working the inner circle and sin- 
gle-hand use. 8’ x |, soft- cover, illus., 268 pp. 


BOWIE AND BIG-KNIFE 

FIGHTING SYSTEM 
Well-known fighting arts instruc- 

tor, bladesman and Bowie aficiona- 


do Dwight McLemore provides : #FSWORD $45.00 
insight into Jim Bowie, the “Bowie = 
j knife” and the fighting systems that re | eBOOK (% KINDLE 
BIG- KNIFE have been associated historically : 


AR NT Doth. Using more than 200 SAVE $31.25 WHEN YOU BUY 
eautiful pen-and-ink drawings and 


1 1] 
! 1 
1 1 
easy-to-follow training drills for : | THE FIGHTING SWORD, THE FIGHTING STAFF AND | 
improving skills with big blades. 11: | THE FIGHTING TOMAHAWK (PAGE 79). H 
i | #FIGHTSET $93.95 | 

| For retail sales only. | 


x 8A, softcover, illus., 240 pp. : 
#BBK $37.00 : 


Ad : . ADVANCED BOWIE 
dvanced Bowie Techniques ARTSSSN TPA 
: The Finer Points of Fighting 

with a Large Knife 

Discover how to maximize time, 
distance and movement to create 
openings for attacking or defending 
yourself against one or more oppo- 
nents. McLemore’s uncanny ability to 
convey subtle motion and movement 
in his drawings allows readers to fully 
understand and learn the dynamic art 
of knife fighting. | 1 x 8'/, softcover, 


illus., 248 pp. : 
#ABT $37.00 : 
( K) KINDLE 
a i 
ee et ee ee ee ee ey POP Nr gee ee ee oe ee eS 1 i The high-line flourish begins with an angle | cut to the left side of the oppo- 


SAVE $18.50 WHEN YOU BUY nent’s head or neck. As you complete this cut, roll the blade over to the left to 


1] 
i] 
BOWIE AND BIG-KNIFE FIGHTING SYSTEM AND : deliver an angle 2 cut to the same target areas on the opponent's right side. 
' ADVANCED BOWIE TECHNIQUES | Remember that you can perform this in one fluid, continuous figure-eight 
Hg 
i] 


#BBKSET $52.50 motion. From The Fighting Sword. 


1 
! For retail sales only. 
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%& MORE PALADIN BEST-SELLERS BY DWIGHT C.McLEMORE * 


THE FIGHTING 
theFighting TOMAHAWK, 
omahawk : VOLUME Il 
ga. : Further Studies in 
An ‘ i the Combat 
: Use of the Early 
American 
Tomahawk 
The 2004 book The 
Fighting Tomahawk 
: revolutionized modern 
: study of the combat use of the tomahawk. Now, 
: author Dwight McLemore presents an expanded 
: course in this iconic fighting weapon. 
: In The Fighting Tomahawk, Volume II, 
: McLemore has mined original historical sources 
: from the colonial era to develop more in-depth 
: insight and instruction in such essential areas as 
: cutting, chopping, using the back spike, frontier 
: “rough and tumble” fighting, throwing the hawk 
} and training with and without a partner. As always, 
: the centerpiece of McLemore’s latest book is the 
: hundreds of precise illustrations depicting step-by- 
$42.00 step details on wielding the hawk in training and 
: combat. 8'/ x ||, softcover, illus, 376 pp. 
: HHAWK2 


An lhuserated Guide to 
\ Using the Tomahawk and 
JY aang Kntie as Weapows 


THE FIGHTING TOMAHAWK 
An Illustrated Guide to Using the 
Tomahawk and Long Knife as Weapons 
The low-tech, high-impact tomahawk has been 
carried by American soldiers in every conflict 
since the Revolutionary War. Here Dwight 
McLemore traces the origins of the tomahawk 
and the fighting techniques that make it so effec- 
tive. Then he demonstrates how the tomahawk 
can be used singly or in combination with the 
long knife to win in both single- and multiple- 
opponent engagements. || x 8'/, softcover, illus., 
296 pp. 
#HAWK 


THE FIGHTING 
TOMAHAWK: 
THE VIDEO 

Dwight McLemore 
has taken the painstak- 
ing research that made 
his book The Fighting 
Tomahawk such a 
best-seller and adapted 
it to video, showing not 
only how the toma- 


FICHTING 


Dwight © MeLemore 


i hawk was used during the colonial era, but also 
: how it can be used as an almost unbeatable self- 
: defense tool today. 


The fighting techniques taught include learning 


? basic grips and angles, mastering footwork that 

? will always put you at the most advantageous 

: position to attack, striking at close range, combin- 
: ing cutting and chopping and much more. He also 
: includes dangerous live-blade work, sparring and 

: throwing of the weapon to give you the combat 

? skills any frontiersman would have. Color, approx. 
? 250 min. This title is also available for download 

? asa DVD On Demand. 
? #HAWKDVD 


3-Disc Set: $59.95 


SAVE $38.45 WHEN YOU BUY 


THE FIGHTING TOMAHAWEK; THE FIGHTING TOMAHAWK, VOLUME II; AND THE FIGHTING TOMAHAWK: THE VIDEO 


#HAWKSETDVD 


BASIC MANUAL OF 
KNIFE FIGHTING 
by William L. Cassidy 
The system of knife 
fighting in this manual 
originated in the 1930s in 
the International Settle- 
ment at Shanghai, China, 
under the direction of 


: COMBAT USE OF THE 
; DOUBLE-EDGED FIGHTING KNIFE 
; by Col. Rex Applegate 


i legend Col. Rex Applegate. 514 x 81, softcover, iy 
: illus., 44 pp. i 
i HEDGE 


$115.50 
For retail sales only. ! 


MASTER 
OF THE BLADE 
Secrets of the 


: Now you can benefit from the same knife-fighting i Deadly Art of 
: instruction that generations of military and intelli- Knife Fighting 
: gence personnel have received from knife-fighting | by Richard Ryan 


This instructional 
manual on the real- 
istic use of the knife 


RICHARD RYAN 


$12.00 ie 


W.E. Fairbairn; his son, Maj. : 
John Edwin Fairbairn;and 
: EA. Sykes. 5'2 x 81, softcover, illus, 40 pp. 
i #BKF 


in self-defense 

offers priceless 
insights into a world shrouded in mystery 
and hype. Get cutting-edge information on 
the basics of defense and counterattack, 
blade tactics and strategies against different 
types of weapons and attackers, deadly mis- 
takes such as overcommitment and hesita- 
tion, and much more. 82 x | 1, softcover, 
photos, illus., 172 pp. 
#MBLADE2 


} THE LOVELESS LEGEND 

rere ne eres ererare a ereeser ere : How to Make Custom Knives 

: i with R.W. Loveless and Jim Merritt 

: THE COMPLETE : R.W. Loveless, the father of custom knifemaking 
i BOOK OF NNIFE FIGHTING : in America, reveals the secrets of the knifemaking 

; by William b Cassidy , : trade as they evolved in his shop. Color, approx. 95 
: The classic book on close-quarter knife fight- : 


as, : ? min. This title is also available for download as a 
: ing. 5/2 x 8', softcover, photos, illus., 134 pp. ? DVD On Demand 
: #KFS $25.00 : ; 


: #LOVEDVD 


$8.00 


THE MODERN SWORDSMAN 
Realistic Training for Serious Self-Defense 
by Fred Hutchinson 
Complete training program for aspiring or veteran sword fighter. 8'2 x 


11, softcover, illus., 78 pp. 
#MS 


( K) KINDLE 


: | SAVE $8.05 
: ! WHEN YOU BUY 


LF 

I 

| BASIC MANUAL OF KNIFE FIGHTING 
: | AND THE COMPLETE BOOK OF KNIFE 
: | FIGHTING 
: 0 

I 


for Seric 


$22.00 : 


Self-Defense 


#BKFSET 
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: KELLY S.WORDEN’S 


2|1st CENTURY KNIFE COMBAT, VOLS. I-3 


: Kelly S.Worden has been on the 
: bleeding edge of knife combat train- 
: ing for decades. In this three-volume 
series, he shows you 21st Century 
: Knife Combat for when you are 
: unarmed against an assailant 

: with a blade, when you face an 

: attacker armed with a long blade 
and when both you and your 

: attacker are armed with knives. 

: All volumes in this series are also 

: available for download as DVDs On 

: Demand. 


VOLUME ONE: UNARMED 
AGAINST THE BLADE 
Going up against a knife fighter when you're 
empty-handed is bad news for anyone, no matter 
how skilled. Kelly Worden teaches you how to 
survive this scenario by training you to deflect 
slashing and stabbing attacks on the high line 
while disrupting your opponent’s base with kicks 
and foot traps on the low line. You'll learn high- 
speed attachment techniques that enable you to 
stick to your attacker so his knife has nowhere to 
i go, letting you destroy his most vulnerable targets 
: with lightning-fast hand strikes. Worden demon- 
strates defenses against takedown attempts and 


your opponent's attack using simple principles of 
joint manipulation. Color, approx. 105 min. 


: #TFCIDVD $29.95 


: | SAVE $29.90 

: 1 WHEN YOU BUY 

: ' VOLUME I: UNARMED AGAINST THE 
BLADE, VOLUME 2: LONG BLADE 
FIGHTING STRATEGIES, AND 
VOLUME 3: BLADE AGAINST BLADE 
#TFCSETDVD 


$59.95 
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I For retail sales only. 
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SECRETS 
OF SILAT 
Knife Fighting 
Techniques 
of Silat and Kuntao 
with Steve Gartin 
In this video Steve 
Gartin reveals the 
secrets of Indonesian 
knife fighting and 
: demonstrates for the 
: first time the little-known techniques of kuntao. 
: Color, approx. 60 min. This title is also available 
i for download as a DVD On Demand. 
: #SILATDVD 


$19.95 


VOLUME TWO: LONG 
BLADE FIGHTING 
STRATEGIES 

Cut through the fantasy inher- 
ent in most long blade combat 
systems by learning realistic 
knife fighting techniques that will 
work with any length blade. 
Starting with classical slashing 
and thrusting lines, Worden 
draws hard-core applications 
from the basics, and shows 
never-before-seen tac- 
tics from the Filipino 
flow drill sumbrada, 
combining them with 
knife disarms and dis- 
abling combative 
strikes. He also teaches 
how to adapt these 
real-world knife tactics 
to the baton, turning 
what might have been 


a deadly technique into something less lethal. 
: Color, approx. 130 min. 
: #TFC2DVD 


2-Disc Set: $29.95 


VOLUME THREE: BLADE 
all-out thrusts with the blade and how to redirect : 


AGAINST BLADE 
If you have to defend yourself with a blade 


against a skilled knife fighter, you need the real- 
: world blade skills to prevail. Starting with basic 
; thrusting and cutting angles, Worden transitions 


to reverse-grip and empty-hand applications. He 
then focuses on flow drills that burn combat- 
ready movements into each motion, such as 
cover and slash, punyo sumbrada and hubud. 
Includes a special bonus section on fighting with 
a kerambit and dealing with a hostage situation. 
Color, approx. 110 min. 


#TFC3DVD $29.95 


HOME 
WORKSHOP 
KNIFEMAKING 
Making Utility and 
Defensive Knives 
on a Budget 
with Wally Hayes 
Wally Hayes shows 
you how to turn your 
workshop into a func- 
tional knife shop for 


: less than $250 and then takes you through a 

i complete course in knifemaking. Color, approx. 
: 150 min. This title is also available for download 
? asa DVD On Demand. 
: #HWKDVD 


2-Disc Set: $49.95 
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MORE FROM KELLY WORDEN 


URBAN KNIFE WARFARE 
Edged Weapon Combat for 
Military Personnel and 
Defense-Minded Civilians 

Packed with military 
knife techniques designed 
for real-life combat in the 
most hazardous situations 
imaginable, this hard-core 
video brings you Datu 
Kelly S.Worden’s knife- 
fighting program, originally 
taught only to U.S. Special 
Forces troops. 

Utilizing principles of 
instinctive movement, instantaneous counterattack 
and simple arcs and thrusts, Worden focuses on the 
nitty-gritty of knife fighting. Learn how to maintain 
your footing in places you're most likely to wind up 
in a real fight, as well as how to use your environ- 
ment to put your attacker at grave disadvantage. 
Color, approx. 85 min. This title is also available for 
download as a DVD On Demand. 


#UKDVD $29.95 


PRACTICAL KNIFE FIGHTING 

FOR PERSONAL PROTECTION 

Vol. 1: Vital Concepts and Techniques 

Vol. 2: Advanced Concepts and Techniques 

By combining his mas- 
tery of the Filipino and 
Indonesian martial arts, 
Datu Kelly S.Worden 
has developed a devas- 
tatingly effective method 
of knife fighting. 

In Volume | of this 
extraordinary video, 
Worden reveals his se- 
crets of blade handling, 
the eight angles of attack, the use of “live” hand 
and much more. 

In Volume 2, Worden teaches you the grim 
realities of using a knife for personal defense. This 
video includes the secrets of using training dum- 
mies to perfect your technique, advanced live 
blade training methods and interviews with peo- 
ple who have witnessed the deadly effects of the 
knife firsthand. 

Learn what it really takes to use a knife in a 
fight and how to keep one from being used on 
you. Color, approx. 150 min. This title is also 
available for download as a DVD On Demand. 
#PKFDVD $19.95 


Kelly S. Worden 
is the founder of Natural 
Spirit International and Renegade 


Jeet Kune Do and is one of the most 
innovative minds in the martial 
arts world today. 


U.S. RETAIL ORDERS 1.800.392.2400 
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THE COMPLETE 
BLADESMITH 
Forging Your Way 
, v roe to Perfection 
to Perfection by Jim Hrisoulas 
_—~. Ever wish you 
could take a bar of 
steel and forge it into 
the blade of your 
dreams? Master blade- 
smith Jim Hrisoulas 
teaches you how to build a forge, equip a work- 
shop, choose materials and get to work. Learn 
how to heat the steel, bending, twisting, folding, 
cutting and stretching it. Then see how to put 
the perfect grind on the new blade, make your 
own scrimshaw, fit the best wood to the grip 
and slip your blade into your handmade sheath. 
For the novice and veteran bladesmith alike. 8'2 
x | 1, softcover, photos, illus., 192 pp. 
#SMITH2 


SS KANSTAV TH ALTA ANS, 


JIM HRISOULAS 


$33.00 


SAVE $20.05 WHEN YOU BUY 


THE COMPLETE BLADESMITH AND 
THE MASTER BLADESMITH 
#SMITHSET $60.95 


For retail sales only. 


GERMAN 
SWORDS 
AND SWORD 
MAKERS 
by Richard H. 
Bezdek 

The most informa- 
tion ever published on 
German sword and 
edged weapon makers 
from the Middle Ages 
to the present. 8’ x | 1, softcover, photos, illus., 
248 pp. 
#GSSM 


(% KINDLE 


Swords and 
Sword Makers of 
England and Scotland 


eS 
+¢4 


U.S. RETAIL ORDERS 1.800.392.2400 


#SSMES2 


fe! eBOOK 


$45.00 : 


THE MASTER 
BLADESMITH 
Advanced 
Studies in Steel 
by Jim Hrisoulas 
Precise instructions, 
diagrams and photos 
to demonstrate the 
making of Ghurka 
kukris, Viking broad- 
swords, wavy blades 
and Damascus steel that will take your breath 
away. 8'/ x | 1, softcover, photos, illus., 296 pp. 
#MB $48.00 


MASTER 


BLADESMITH 


ADVANCED 
STUDIES IN STEEL 


JIM HRISOLLAS 


FORGING 
DAMASCUS 
How to Create 
Pattern-Welded 
Blades 
with Jim Hrisoulas 

In this extraordi- 
nary two-disc set, Jim 
Hrisoulas brings to life 
information from his 
best-selling books. 
Step-by-step, he takes you through the process 
of creating a 10-inch Viking-style dagger, including 
how to fit tangs the way it’s been done for cen- 
turies. Color, approx. 180 min. This title is also 
available for download as a DVD On Demand. 
#FORGDVD $29.95 


How lo Greate 
Patiern-Welded Blades 


AMERICAN 
SWORDS AND 
SWORD 
MAKERS, VOL. Il 
by Richard H. 
Bezdek 

More than 400 
stunning photos of 
rare, unusual and one- 
of-a-kind swords from 


: the top public and pri- 
: vate collections in the country, plus a bonanza of : 
: new information on makers and dealers of 

swords, bowie knives, tomahawks and guns. 8'2 x i 
i | 1, softcover, photos, illus., 376 pp. 
? HSWORDS2 


SWORDS AND SWORD MAKERS 
OF ENGLAND AND SCOTLAND 
by Richard H. Bezdek 

Detailed information on English sword makers from the 14th century 
and Scottish makers from the | 6th century all the way through the 
renowned Wilkinson Sword Company and other sword manufacturers of 
today. 8'2 x | 1, softcover, photos, illus., 404 pp. 


: #SACW 


: (% KINDLE 


$55.00 ; 
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THE PATTERN- 
WELDED BLADE 
by Jim Hrisoulas 
Pattern-welded 
blades are among the 
most beautiful and 
durable creations ever 
to emerge from the 
bladesmith’s forge. 
Hrisoulas shares his 
years of experience 
forging basic, precise patterns and the more 
stunning complex designs so that any blade- 
smith with the desire to learn this demanding 
yet immensely satisfying skill can produce 
blades that are both intriguing works of art 
worthy of any collection and sturdy 
workpieces fit for any task. 8'/2 x 
| 1, softcover, photos, illus., 
120 pp. 
#PATT 


(% KINDLE 


Jim 


$32.00 Hrisoulas 


is a master 
bladesmith spe- 
cializing in medieval 
broadswords and 
daggers and Damas- 
cus pattern welding. 
He has more than 
three decades of 
experience at 
the forge. 


SWORDS OF 
THE AMERICAN 
CIVIL WAR 
by Richard H. 
Bezdek 

Many books have 
explored in depth the 
firearms, uniforms and 
paraphernalia carried 
in the Civil War, but 
the swords carried by 
enlisted men and officers have never been com- 
pletely examined in print — until now. Swords of 
the American Civil War is a complete photo- 


Fickart Hl Besteh 


i graphic survey of all the swords — Union and Con- 
i federate — used in the Civil War. More than 700 


magnificent photographs showing every type and 
style of sword. 8’ x | 1, softcover, photos, 326 pp. 
$52.00 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 8l 
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KNIFE FIGHTING TITLES WITH MICHAEL D. JANICH 


FIGHTING 
FOLDERS 
The Definitive Guide 
to Personal 
Defense with Tactical 
Folding Knives 
Navigate your way 
through the often mis- 
leading world of folding 
fighting knives and gain 
the skills you need to 
use them effectively. This hands-on course in 
includes cutting and thrusting methods, secrets of 
high-speed combination cutting and the realities 
of knife stopping power. Color, approx. 75 min. 
This title is also available for download as a 
DVD On Demand. 
#FFDVD 


Fighting 


SAVE $44.90 WHEN YOU BUY 
| ADVANCED FIGHTING FOLDERS 
| #FFSETDVD 


%& PALADIN BEST-SELLER * 


KNIFE 
FIGHTING 
A Practical 
Course 
As a student of 
knife fighting for 
more than three 
decades, Michael 
Janich has trained 
SF vets, police and 
street fighters in 
the techniques of knife fighting. Now this high- 
ly successful, comprehensive instruction is 
available to the average soldier, martial artist 
or defense-minded citizen who is interested in 
developing the practical skills required for 
today's combative streets. 

With a sharp knife and the knowledge and 
skills to use it effectively, you'll be armed for 
any assailant wielding a blade. 8/2 x ||, soft- 
cover, photos, |08 pp. 
#KFP 


(% KINDLE 


$20.00 


MASTERING 
Fighting FIGHTING 
ES FOLDERS 
Secrets of 


Reverse-Grip 
Knife Fighting 
and Advanced 
Folding Knife 
Tactics 

Michael Janich 
B integrates never- 
i before-seen instruction in pentjak silat footwork 
: and throwing technique with all the skills of the 
: Fighting Folders series to create an unstoppable 
: edged-weapon fighting system. Color, approx. 
: 150 min. This title is also available for download 
? asa DVD On Demand. 
? #MFFDVD 


2-Disc Set: $69.95 


i 

tues 
FIGHTING FOLDERS, MASTERING FIGHTING FOLDERS AND : 

| } #AFFDVD 
5-Disc Set: $134.95 | : 


For retail sales only. t : 


MASTERING 
THE BALISONG 
KNIFE 
Revised and Updated 

Janich presents an 
impressive array of bal- 
isong techniques, rang- 
ing from simple open- 
ings to actual deploy- 
ment. Color, approx. 
115 min. This title is 
also available for download as a DVD On Demand. 
#MAST2DVD 
MAKING IT STICK 
How to Throw Edged 
and Improvised 
Weapons for Sport 
and Self-Defense 

See how to throw 
and stick knives, toma- 
hawks, axes and other 
purpose-designed 
throwing weapons. 
Color, approx. 60 min. This title is also available for 
download as a DVD On Demand. 
#MSDVD 


$19.95 


ADVANCED 
FIGHTING 
FOLDERS 
State-of-the-Art 
Training and Tactics 
for the Defensive 
Use of Tactical 
Folding Knives 
Continue your 
education in folding 
knives through step- 


: by-step instruction in footwork, live-hand tactics, 
: high-speed disarms and advanced reflex training 
: drills.To enable you to turn theory into applica- 
: tion, Michael Janich reveals the secrets of com- 

: bat knife draws, tactical folder defenses from dis- 
: advantaged positions and the tactics of “Speed 

: Stops” — lightning-fast defenses that immediately 
: disable an attacker upon contact. Color, approx. 


150 min. This title is also available for download 
as a DVD On Demand. 
2-Disc Set: $69.95 


COUNTER-BLADE 
CONCEPTS 
Realistic Empty- 
Hand Tactics 
Against Edged- 
Weapon Attacks 

Counter-Blade Con- 
cepts (CBC) is 
designed to maximize 
your chances of sur- 
vival against real 


rae Ce 


KE 
? 


Ri i: fos Me. 
Aa Mttacks 


? edged-weapon attacks. Michael Janich teaches 
$39.95 ? you how to minimize injury to yourself while 

: quickly disabling your attacker to make your 

? escape or draw your weapon. If escape isn’t pos- 
: sible, he shows you how to destroy the attacking 
? limb and end the fight. Finally, he shows you how 
i to integrate these tactics into a comprehensive 

: system designed to defeat knives, screwdrivers, 

? box cutters and other edged weapons. Color, 

? approx. 190 min. This title is also available for 

: download as a DVD On Demand. 
? #CBCDVD 


$59.95 


THE COLLECTOR’S GUIDE 
TO SWITCHBLADE KNIVES 
An Illustrated Historical and Price Reference 
by Richard V. Langston 

A history of the early cutlery industry in the United 
States, a look at the evolution of switchblades, and a 
reference section for collectors. 8'/ x | 1, softcover, 
photos, 224 pp. 
#COLLECT2 


CONTEMPORARY KNIFETARGETING =: eee 
a) SWITCHBLADE 
KNIVES 


—— ; 


eM TARGETING 
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Modern Science vs. W.E. Fairbairn’s 
Timetable of Death 
by Christopher Grosz & Michael D. Janich 

This modern, medically accurate version of W.E. 
Fairbairn’s Timetable of Death — plus contemporary 
self-defense applications — will become the new 
resource for edged-weapon tactics. 5'/2 x 8'/, soft- 
cover, photos, |52 pp. : 
#CONTKT $27.00 : 


(ZQxinote : (Pa xinote 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


[ CONTEMPORARY 


$42.00 : 
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COMBAT KNIFE THROWING: 


THEVIDEO 
with Ralph Thorn 


The motto of Ralph Thorn’s school of combat 
knife throwing is “Any knife, any angle, any position; 
no games, no gimmicks, no limits.” In this video, he 
proves it, teaching you a truly combative style of 


KNIVES & KNIFE FIGHTING 


BOWIES, 


BIG KNIVES, 
BATTLE BLADES 


a 
a 


BILL BAGWELL 


%& PALADIN BEST-SELLER * 


KELLY McCANN’S CRUCIBLE 
HIGH-RISK ENVIRONMENT 
TRAINING, VOLUME ONE 


KEM-’BA-TIV KNIFE 
A Minimalist Knife Curriculum 
for Defense Under Duress 


weapons throwing that isn’t based on figuring out 
exact distances and numbers of spins and half-spins. 
In fact, Thorn has mastered a no-spin throwing 

style that cuts through the myth and hokum to 
show that there’s no mystery or complexity to knife throwing: all you need 
are a few knives, a target and some practice. Relying on gross motor skills, 
Thorn shows you how to throw not only knives and swords, but also 
improvised weapons: if it has a point, you can get it to stick consistently 
and accurately. Using state-of-the-art computer graphics and super-slow- 
motion videography, you will learn the mechanics of the no-spin throw, the 
powerful sidearm throw for close-range fighting, the underhand half-spin 
throw, the shuriken throw for long-distance attacks and much more. Color, 
approx. 100 min. This title is also available for download as a DVD On 


Demand. 
#CKTDVD 


COMBAT KNIFE THROWING 

A New Approach to Knife Throwing 

and Knife Fighting, Revised and Updated 
by Ralph Thorn 


softcover, illus., 120 pp. 
#CKT2 


(% KINDLE 


| SAVE $12.00 WHEN YOU BUY 
| COMBAT KNIFE THROWING:THE VIDEO 
! AND COMBAT KNIFE THROWING 

| #CKTSETDVD 

1 
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KATANA 

A Modern 

Craftsman’s Guide 

to Making a 

Japanese Sword 

with Wally Hayes 
Get ready for the 

ultimate do-it-yourself 

project: a battle- 

worthy Japanese 

: katana (long sword). 

: Using detailed instruction and close-up camera- 

? work, Master Bladesmith Wally Hayes takes you 

i step-by-step through how to design, profile, 

: grind, temper, polish and haft a Japanese katana. 

: Color, approx. 129 min. This title is also available 

: for download as a DVD On Demand. 

: #KATDVD 


spoith Welly Hoeges 


U.S. RETAIL ORDERS 1.800.392.2400 


Ralph Thorn shows you how to balance a knife 
for throwing, design and make your own throwing 
knives, build targets and practice combat throwing 
techniques with an emphasis on both safety and 
accuracy. He also demonstrates the best overhand, 
underhand and sidearm throws, and discusses the 
situations where each style works best. 5'2 x 8'/, 


BOWIES, BIG 
KNIVES, AND 
THE BEST OF 
BATTLE BLADES 
by Bill Bagwell 
Reprints of Bag- 
well’s classic “Battle 
Blades” columns from 
Soldier Of Fortune, plus 
all-new material with 
his latest conclusions. 
8’ x II, softcover, 
photos, |84 pp. 


$29.95 #BOWIES $32.00 


KNIVES, KNIFE 
FIGHTING, 
AND RELATED 
HASSLES 
How to Survive a 
Real Knife Fight 
by Marc “Animal” 
MacYoung 

Finding yourself in 
the middle of a knife 
fight is no time to dis- 
cover that you don’t 
know what you're 
doing. Let Marc “Ani- 
{ mal” MacYoung show 
| you the down and dirty 
| reality of knife fighting. 
i] 
1] 


$22.00 


$39.95 
For retail sales only. 


5; x 8'/, softcover, 
photos, illus., 126 pp. 
#HAS $15.00 
LEGACY 

OF STEEL 

An Exclusive Look 
at James Keating’s 
Riddle of Steel 
Training Camp 
with James Keating 


disc set, Paladin gives 
you an exclusive look 
at the 10th anniver- 


i sary Riddle of Steel, a four-day camp featuring 

: detailed instruction in every aspect of fighting 

: with and against edged weapons. Color, approx. 
: 150 min. This title is also available for download 
! asa DVD On Demand. 
: #LSDVD 

$39.95 } 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


In this dynamic two- 


2-Disc Set: $39.95 : 


with Kelly McCann 
For the first time 
captured on video, 
this is Kelly McCann's 
street-proven knife 
fighting curriculum in 
its entirety. Functional, 
simple and lethal, this 
system doesn’t rely on 
complicated trapping 
and locking, robotic 
flow drills claiming to 
simulate real combat, or finesse-filled knife danc- 
ing. Easily recalled under the duress of actual 
danger, Kem-’ba-tiv Knife vastly increases your 
reaction speed through its direct movements 
and straightforward techniques. The goal of this 
curriculum is to stop the threat, either by inflict- 
ing enough pain so that your attacker is unwill- 
ing to continue, causing enough damage so that 
he is unable to continue, or, if necessary, resort- 
ing to lethal force. McCann would not teach this 
system if it hadn’t proven itself time and again in 
the most dangerous environments imaginable. 
Can other knife fighting systems say the same? 
Color, approx. 65 min. This title is also available 
for download as a DVD On Demand. 
#KNIFEDVD $49.95 
See pages 5, 24, 26, 60 and 72 
for additional volumes in the series. 


' SAVE $80.70 


: WHEN YOU BUY 


THE ENTIRE 6-VOLUME 

1 KELLY McCANN’S CRUCIBLE 

t HIGH-RISK ENVIRONMENT 

' TRAINING SET 

' #HRESETDVD 7-Disc Set: $199.00 


1 For retail sales only. 
' 


DEATH FROM 
THE SHADOWS 
Techniques of 
Sentry Stalking 

| and Silent 

/ Elimination 
with Greg Walker 

How professional 

soldiers silently stalk 
and kill with a knife. 
Color, approx. 90 min. 


: This title is also available for download as a 
? DVD On Demand. 
: #DEATHDVD 


$19.95 
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HISTORICAL ARMS & COMBAT 


JOHN CLEMENTS ON WESTERN FIGHTING ARTS 


MASTERS OF MEDIEVAL 
AND RENAISSANCE MARTIAL ARTS 
Rediscovering the 
Western Combat Heritage 

More than a dozen 
of the most respected 
names in medieval and 
Renaissance scholar- 
ship have come 
together to present a 
variety of fighting lore 
from the rich heritage 
of the European fight 
masters, circa 1350 to 
1675. Contributions 
from Dr. Sydney Anglo, Dr. Grzegorz Zabinski, 
John Clements, Bartlomeij Walczak, David Lind- 
holm, Brian Hunt and other modern scholars 
bring to life the words and fighting techniques of 
the masters of long ago. 8’ x | 1, softcover, illus., 
396 pp. 
#MMR 


$52.00 


RENAISSANCE SWORDSMANSHIP 
The Illustrated Use of Rapiers 
and Cut-and-Thrust Swords 

This scholarly guide was written for advanced 
and beginning sword enthusiasts, students of mil- 
itary history and martial artists. The author 
combined exhaustive research with hands-on 
practice in fencing, sparring and training with his- 
torically accurate replicas, and then illustrated 
the text with more than 100 original drawings. 
8'/ x I 1, softcover, illus., 152 pp. 


#RS $25.00 


: THE SINGLE SWORD 

; OF HENRY DE SAINCT-DIDIER 

: by Robert Preston Hyatt and Devin Wilson 

: The Single Sword 
of Henry de Sainct- 
Didier (1573) is the 
earliest surviving 
French sword-fighting 


Both lifelong sword 
enthusiasts, Robert 
Hyatt and Devin 
Wilson translated and 
: interpreted this French 
: classic so that modern swordsmen could adapt 

: the Renaissance single sword fighting techniques 

: to their current fighting systems. To make it easier 


: ing chapter explaining the general fighting princi- 
: ples espoused by Didier and others of that peri- 
i od. 84 x II, illus., softcover, 204 pp. 
: #SSHD 


( PQ KINDLE 


84 


: ia | 
manual known to exist. : © 


$31.00 : 


%& PALADIN BEST-SELLER * 


MEDIEVAL SWORDSMANSHIP 
Illustrated Methods and Techniques 


The most compre- 
hensive and histori- 
cally accurate view 
ever written of the 
lost fighting arts of 
medieval knights, war- 
riors and men-at- 
arms. Medieval 
Swordsmanship is 
based on years of 
extensive training and 
research in the use of 


European swords and contains highly effective 
fighting techniques for the sword, sword & 
shield, long-sword, great-sword, pole-arm and 
other weapons. Richly detailed with more than 
200 illustrations and rare historical documents 
from Germany, Italy and Britain, it is both a 
general reference for medieval scholarship and 
a hands-on training guide. 8'/ x | |, softcover, 


illus., 344 pp. 
#MEDIEVAL 


SAVE $16.50 WHEN YOU BUY 


MEDIEVAL SWORDSMANSHIP AND 
RENAISSANCE SWORDSMANSHIP 


#MRSWDSET 


SCOTTISH 
SWORD 


1 


MASTER OF DEFENCE 


$50.50 


For retail sales only. 


:; THE SCOTTISH SWORD 1600-1945 
: by Harvey J.S. Withers 


14 
Ta 


The sword has played 
an important role in Scot- 
tish military history, and 
this new book presents an 
accessible and highly visual 
chronicle of that role 
from the | 7th through the 
20th centuries. With 
more than 1,200 full-color 
photos and authentic peri- 
od illustrations, The Scot- 


: tish Sword pays tribute to the swords most associated 
: with Highland soldiers. Full color,8 1/2 x | 1, softcover, 
: 252 pp. 

: HSCOTSW 


i for today’s fighting students, they include an open- 


HANK REINHARDT 
ON SWORDS 


THE MYTH 
OFTHE SWORD 
Through dramatic 
cutting demonstra- 
tions on armored and 
unarmored targets, 
Hank Reinhardt 
demonstrates the 
proper use and awe- 
some power of a vari- 
ety of swords, from 
Japanese katanas to medieval broadswords. 
Color, approx. 90 min. This title is also avail- 
able for download as a DVD On Demand. 
#MYTHDVD $21.00 


VIKING SWORD 
How to Use the 
Viking Sword in 
Real Combat 
_ Through dramatic 
fights featuring 
swordsmen in 
authentic period cos- 
tume, this video pres- 
ents a graphic analysis 
of all four major 
styles of Viking sword combat and teaches 
you the combat-proven tactics of each. Color, 
approx. 45 min. This title is also available for 
download as a DVD On Demand. 
#VIKINGDVD 


pgeomtnt 
7 
y= nL) TBR pict 


$21.00 


Julius “Hank” Reinhardt was one of the world’s 
foremost experts on sword history and ancient 
warfare, with more than 50 years of experience in 
medieval reenactment, practical research and 
antique arms collecting. He was the founding 
father and former director of Museum Replicas 
Limited, perhaps the largest purveyor of period 
weapons and garb in existence today. 


| SAVE $10.50 WHEN YOU BUY 


| MYTH OFTHE SWORD 


i] 
i 
1 
| AND VIKING SWORD i 
1 
I 


| #SWORDSETDVD $31.50 
! For retail sales only. 


The Works of George Silver 


by Paul Wagner 


George Silver’s Paradoxes of Defence (1599) and Brief Instructions upon My 
Paradoxes of Defence (ca. 1605) are arguably the most important works ever 
written on the Western martial tradition. In addition to presenting Silver's 
original works, Paul Wagner and other scholars put the master and his 


legacy in context. 8'/2 x |1, softcover, photos, illus., 352 pp. 


#MASTD2 


(Fa xinote 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


$42.00 : 


U.S. RETAIL ORDERS 1.800.392.2400 


CODEX WALLERSTEIN 

A Medieval Fighting Book from the 

Fifteenth Century on the Longsword, 

Falchion, Dagger, and Wrestling 

by Grzegorz Zabinski, 

with Bartlomiej Walczak 

Codex Waller- 

stein is one of the 
best known of the 
late medieval fencing 
treatises still in exis- 
tence. The codex 
offers a series of fun- 
damental counters to 
common attacks, 
using the longsword, 
falchion and dagger, 

as well as a complete system of wrestling tech- 

niques. 8'/2 x ||, softcover, illus., 398 pp. 

#CODEX2 


(PQ xinote 


: POLEARMS OF 

: PAULUS HECTOR MAIR 

: by David James Knight and Brian Hunt 
: Paulus Hector Mair produced the Opus 

: Amplissimum de Arte Athletica, circa 1540. Today 

: only three complete manuscripts of his opus sur- 
: vive. Working from both the German and Latin 

: versions, David Knight and Brian Hunt present 

i chapters on combat with the poleax, halberd, 

: spear and shortstaff, and lance and longstaff. 8/2 
: x II, softcover, illus., 292 pp. 
: #POLE 


$47.00 


$45.00 


LESSONS ON THE 


ENGLISH LONGSWORD : 
by Brandon P. Heslop & Benjamin G. Bradak MEE 0 
Additional Manuscript 39564, Cottonian Titus; 3 
A XXvV, and Harleian MS 3542 are believed to be : 
the only surviving martial arts texts of me- i 
dieval England.Written before 1500, these rare : 
texts on the art and lore of the longsword : 
have now been transcribed, translated and 
boldly interpreted for modern students of the 


HISTORICAL ARMS & COMBAT 


HIGHLAND WEAPONS BY CHRISTOPHER S. THOMPSON 


HIGHLAND BROADSWORD 
Lessons, Drills, and Practices 

The lessons in High- 
land Broadsword are 
designed to help you 
learn the fundamentals of 
broadsword fighting, with 
an emphasis on develop- 
ing practical skills, not on 
exploring the esoteric 
details of broadsword 
fencing theory. 

In the first part of the 
book, Christopher Thompson instructs you in 
the essentials of Highland swordsmanship, includ- 
ing stances, grips, footwork and blade actions. 
After you’ve mastered these skills, you can test 
what you've learned with the free fencing and 
bouting exercises found in part two before mov- 
ing on to the disarm maneuvers and advanced 
fighting techniques in part three. 

Highland Broadsword can be used as a self- 
study guide by groups or by individuals with a 
training partner.While designed for the 
broadsword, the techniques in this manual also 
work with the backsword and singlestick. 5'/2 x 
8'/, softcover, photos, illus., | 12 pp. 
#HBS 


(% KINDLE 


A MUST-READ FOR 
ANYONE INTERESTED IN 
THE HISTORICAL USE OF 
HIGHLAND WEAPONS OR 
WESTERN MARTIAL ARTS. 


The Art of 
Mail Armor 


: medieval combat arts. In Lessons on the Eng- 
: lish Longsword, Brandon Heslop and Benjamin Bradak provide the most 


: complete look yet at the English tradition of the longsword, including: 


: * Full transcriptions and translations of the three texts, insights into 

: training methods in medieval England and a useful lexicon of terms 

: © Detailed photographic interpretations of the texts to serve as a visual 
: reference in the study and application of the art of swordsmanship 

? * A convincing case for a pan-European art of the longsword, linking the 
: techniques and training of the English tradition with the better-known 


German and Italian traditions 


8'/ x | 1, softcover, photos, illus., 228 pp. 
: #LEL 


: ( K) KINDLE 


U.S. RETAIL ORDERS 1.800.392.2400 


$35.00 ; 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


? HIGHLAND MARTIAL CULTURE 
: The Fighting Heritage of Scotland 


This book examines 
the nature of the Gaelic 
warrior class and its mar- 
tial training; the Gaelic 
duel and how it differed 
from the duel in conti- 
nental Europe; and more. 
5'A x 8'A, softcover, pho- 
tos, 124 pp. 
#HMC 


( K) KINDLE 


Highland 
artial 
Calture 


$13.00 


HIGHLAND KNIFE 

FIGHTING 

With the Dirk 

and Sgian 

by Christopher 

Scott Thompson 

with Louie Pastore 
Traces the historical 

roots of the dirk and pro- 

vides instructions and 


photos in how the Highlanders used it. 5'2 x 8'/, 


? softcover, photos, 128 pp. 
$14.00 : HHKF 


$18.00 


d eBOOK (% KINDLE 


SAVE $11.25 WHEN YOU BUY 


HIGHLAND BROADSWORD, HIGHLAND 
MARTIAL CULTURE AND HIGHLAND 

KNIFE FIGHTING 
#HMCSET $33.75 


For retail sales only. 


THE ART OF MAIL ARMOR 
How to Make Your Own 
by Mary Brewer : 
This comprehensive guide features seven origi- ; 
nal patterns and step-by-step diagrams and in- 
structions for attractive coifs, hauberks, gauntlets : 
and bishop’s collars, as well as juggling balls, neck- 
laces, belts, crosses and other jewelry. 8'2 x II, 
softcover, photos, illus., 168 pp. 
#ARMOR2 


(PQ kinote 


$32.00 | 


MEDIEVAL AND RENAISSANCE 
DAGGER COMBAT 
by Jason Vail 

Drawing from sources written from |409— : 
1600 (including the works of Hans Talhoffer, Fiore : 
dei Liberi, Joachim Meyer and others), this book 
uses step-by-step photos and historic illustra- 
tions to demonstrate the deadly techniques of 
European dagger fighting. 8/2 x ||, softcover, 
photos, illus., 234 pp. 
#MRDC 


( PQ kinote 


$32.00 : 
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SIGMUND RINGECK’S 
KNIGHTLY ARTS OF COMBAT 
Sword-and-Buckler Fighting, 
Wrestling, and Fighting in Armor 
by David Lindholm and Peter Svard 

This lavishly illustrated companion to Sig- 
mund Ringeck’s Knightly Art of the 
Longsword examines Ringeck’s instruction on 
fighting with the sword and buckler, fighting in 
armor with longsword and spear, and wrestling. 
These disciplines and more are fully explained 
both by Ringeck’s text (offered in old German and English) and detailed 
captions for the step-by-step illustrations. 8’ x ||, softcover, illus., photos, 
298 pp. 
#KAC 


KNIGHTLY ARTS 
OF GOMBAT 


SIGMUND RINGECK’S 

KNIGHTLY ART 

OF THE LONGSWORD 

by David Lindholm and 

Peter Svard 

The longsword instruction found 

in 15th century fencing master Sig- 

mund Ringeck’s famous manual has 

been given new life by two modern 

students of the arts. David Lindholm 

has translated Ringeck’s text and 
added extensive interpretations and comments on the master’s influential 
work. Peter Svard has created hundreds of instructive drawings capturing 
every nuance of the medieval swordsman’s art. Also included in this 
impressive volume is advice for modern practitioners, such as physical 
training, evaluation of historical resources and the importance of test cut- 
ting. || x 8'/, softcover, photos, illus., 248 pp. 


#SRING2 $42.00 


SAVE $20.00 WHEN YOU BUY 
! SIGMUND RINGECK’S KNIGHTLY ART OF THE LONGSWORD 


AND SIGMUND RINGECK’S KNIGHTLY ARTS OF COMBAT 
| #SRINGSET $59.00 
| For retail sales only. 
THE DUELING SWORD 

by Claude La Marche; 

translated by Brian House 


L’Epeé was the first book written on the use of 
the épeé. The Dueling Sword is the first English 
translation of L’Epeé. It delivers not only a valuable 
treatise on historical sword fighting but extraordi- 
nary insights into the psychological stress of indi- 
vidual combat. Through detailed instruction in the 
guards, attacks, parries, ripostes and counters, this 
book drives the reader toward the goal of practi- 
cal combative fencing: the well-directed, surprising 
thrust to an opponent’s body. 5'2 x 8'/, softcover, 
318 pp. 
#DUELSW 


$32.00 
fe eBOOK 


(PQ kinote 
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Originally published in 1884, Claude La Marche’s 
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TECHNIQUES OF MEDIEVAL 
ARMOUR REPRODUCTION 
The 14th Century 
by Brian R. Price 
Through more than 1,000 photos and clear 
textual instruction, Brian Price presents a 
working handbook for aspiring and active 
armourers who want to develop and sharpen 
their skills in the production of medieval 
armour in the style of the 14th century. Taking 
the aspiring armourer through the construc- 
tion of a medieval suit of armour from conception to completion, this 
book is a vital addition to the libraries of serious craftsmen, historians, 
collectors and researchers. 8'/2 x ||, softcover, photos, illus., 526 pp. 
$65.00 


THE ARMORER’S 

WORKSHOP, VOLUMES | & 2 

Volume |: A Step-by-Step Guide to 
Making a Medieval Great Helm 

Volume 2: A Step-by-Step Guide 

to Making Hourglass Gauntlets 

with Peter Fuller 

Peter Fuller takes you step-by-step through 
the process of making a medieval great helm 
and hourglass gauntlets. In Volume I, you will 
learn how to make a piece coveted by collec- 
tors and reenactors alike: a medieval great 
helm. Volume 2 teaches you how to weld and 
sand individual pieces, anneal and shape brass, 
chase fine lines into your hourglass gauntlets 
for historical accuracy and polish pieces to 
achieve the appearance of | 6th-century 
armor. Both volumes come with full-scale pat- 
terns. Color, approx. 375 min. This title is also: 
available for download as a DVD On Demand. 
#AWSETDVD 4-Disc Set: $59.95 


SAVE $31.00 WHEN YOU BUY 


THE ARMORER’S WORKSHOP, VOLS. | & 2 AND TECHNIQUES 
OF MEDIEVAL ARMOUR REPRODUCTION 
#TMASETDVD $93.95 


For retail sales only. 


KNIGHTLY DUELING 
The Fighting Arts of German Chivalry 
by Jeffrey Hull, with Monika Maziarz 
and Grzegorz Zabinski 

Knightly Dueling is a complete overview of 
the fighting arts of German chivalric dueling, on : 
horse and on foot, during the late Middle Ages and 
early Renaissance. Through the words and pictures : 
of original source texts of the great German fight 
masters of the 14th through | 6th centuries, it 
reveals knightly dueling for what it truly was: mor- 


RDIGHTLY 


: tal combat over some grave matter with battlefield weaponry and armour. ; 
: This important work restores the concept of German chivalry to its rightful i 
: martial role and is a must for any serious scholar of the dynamic field of 

i European martial arts. 8'/ x | 1, softcover, illus., 254 pp. 
: #KDUEL 


$32.00 ; 
J) 800K 


( K) KINDLE 


U.S. RETAIL ORDERS 1.800.392.2400 
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THE COMPLETE 
GUIDE TO LOCK 
PICKING 
by Eddie the Wire 
One of the most precise, 
detailed books ever, this 
illustrated manual is des- 
tined to become the profes- 
sional locksmith’s bible. You'll 
learn how to open all kinds 
of locks, plus how to thwart 
tampering with locks (to protect your valuables). 
Of course, this book is intended for legal entry only, 
but you'll gain confidence knowing that you can get 
in through any door without a key! Covers warded 
locks, disc tumbler locks, lever tumbler locks, pin 
tumbler locks, wafer tumbler locks and much more. 
5'/ x 8'/, softcover, 60 illus., 86 pp. 
#GDLP 


There are a lot of stories about who Eddie the 
Wire really is and how he got started as a lock 
picker.We can’t tell you who he is, but here’s the real 
story of how Eddie became a lock picker. Eddie’s 
father supplemented his income by doing short skits, 
which led him to a magician’s supplier. His father 
took him to the magic shop and bought him a book 
on escape-artist techniques, which was the start of 
Eddie’s education into ock picking. When Eddie was 
12 years old, his father gave him three padlocks but 
no keys. The resulting frustration led to Eddie’s early 
mastery of locks and picks. As a young adult, he 
established his lock picking shop and began building 
his own picking tools. Then he began to write about 
what he knew. 


EXPERT LOCK 
PICKING 
State-of-the-Art 
Lock Picking 
Secrets 
with Ron Reed 
Learn how to pick 
/ all kinds of locks, 
ORK PICKING from the simplest 
wafers to complex 
pin tumblers, as well 
as which picks work best on which locks. 
Color, approx. 50 min. This title is also available 
for download as a DVD On Demand. 
#EXDVD 


$29.95 


HOW TO OPEN LOCKS 
WITHOUT KEYS OR PICKS 

This fully illustrated manual discusses jimmies, 
dead bolts, desks and other topics of interest to the 
professional locksmith or curious reader. 5'/2 x 8'/, 


HOW TO 


OPEN 
LOCKS 


lard softcover, illus., 24 pp. 
PICKS #OPEN 
mn | ( K) KINDLE 


U.S. RETAIL ORDERS 1.800.392.2400 


Opening 
Combination 
Padlocks 


NO TOOLS, 
NO PROBLEM 


CARL BLACK 


OPENING 
COMBINATION 
PADLOCKS 
No Tools, 
No Problem 
by Carl Black 

This no-frills guide 
teaches only one thing: 
how to open a pad- 
lock without the com- 
bination. 5'2 x 8'/, 
softcover, illus., 64 pp. 
#OCP $15.00 


fe eBOOK 


F* Secrets trom 
gq) the Master 


IMPROVISED 


LOCK PICKING 
Secrets from 


: the Master 
i by Steven Hamp- 
i ton 


Little-known 


: secrets for devising 

: quick and easy lock- 
: picking tools on the 

; spot, using common 
: household items 

: found in the average 
: home, office or 

: garage. 82 x II, soft- 
i cover, photos, illus., 

: 82 pp. 


$12.00 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 
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SECRETS OF LOCK PICKING 
by Steven Hampton 

Master locksmith Steven Hampton shares the 
tricks and tools for bypassing keyed and combination 
locks from pin tumbler locks, mushroom and spool 
pin tumbler locks, wafer tumbler locks, warded locks 
and disk tumbler locks to tubular cylinder locks, 
magnetic locks, door locks, padlocks and automobile 
locks. 5'2 x 8'A, softcover, illus., 72 pp. 
#LOCK 


(% KINDLE 


MODERN HIGH-SECURITY LOCKS 
How to Open Them 
by Steven Hampton 

Master locksmith Steven Hampton takes the art 
of picking locks one step further with Modern 
High-Security Locks. Here, he collects some of 
today's most popular pick-resistant locks and sets 
out to see which ones hold up to their claims. 

Hampton shows locksmiths how each lock is 
picked and how long it will take. He details the 
tools of the trade and includes patterns and 
instructions for making your own picks and tension wrenches. He even 
includes ancient Tibetan Buddhist tantric visualization exercises to help 
locksmiths learn to “see” the inner workings of the lock within the 
mind’s eye. 

Both veteran locksmiths and those new to the trade will find Hamp- 
ton's latest book an invaluable sourcebook. 5 x 8, softcover, illus., 
148 pp. 
#MHSL 


fe eBOOK (Fa xinote 


ADVANCED LOCK PICKING SECRETS 
by Steven Hampton 

This follow-up to Secrets of Lock Picking 
describes the inner workings of high-security locks and 
includes templates for making custom tools not avail- 


able commercially. 5'/2 x 8'/, softcover, illus., 52 pp. 
#ALP $21.00 


(% KINDLE 


$27.00 


$22.00 


ADVANCED 
LOCK PICKING 
SECRETS 


1 

| SAVE $12.00 WHEN YOU BUY 

| ADVANCED LOCK PICKING SECRETS AND 
| SECRETS OF LOCK PICKING 
| #LOCKSET $36.00 
| For retail sales only. 
1 


Steven Hampton became interested in locks and electronics at an early age. 
At 14 he acquired a set of U.S. Air Force electronic training manuals and began 
building various transistor circuits by scalping radios and junkyard TVs.At 17 he 
was making his own lockpicks and was considered a master lockpicker, and by 
the time he was | 8 he‘ invented the magnetic padlock, which is still on the 
market today. After a stint in the navy, he studied digital electronics and worked in 
many technical fields. He also became interested in the martial arts, studying 
Tibetan White Crane kung fu, jujitsu and wing chun. He has written several books 
for Paladin Press and is also the author of a book on physics, The Principles of 
Electromagnetic Inertial Drive. 
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SMART OPENS 
Vehicle Edition 
with Miguel Miranda 

Structural securities consultant Miguel Miranda 
takes you deep into the secret world of vehicle- 
based Smart Opens. These techniques are being 
used around the world by car thieves and con- 
men to steal vehicles and remove valuables. 

Vehicle-based Smart Opens utilizes state-of- 
the-art techniques to gain entry into most vehi- 
cles without leaving a trace. 

In this DVD, Miranda will show you these techniques and discuss how 
you can prevent them from being used to access your vehicles. 

On this DVD you will learn how to: 


‘MIGUEL MIRANDA 


* Open a vehicle door using a remote-controlled toy car 

* Transform a blood pressure cuff into a door-opening tool 
* Open a car/vehicle trunk with a simple plumber’s tool 

* Block the signal of a vehicle’s remote door-locking system 
¢ Use a piece of string to open a vehicle door 

* Spot simple scams car thieves use to steal vehicles 


Includes a special bonus section. Color, approx. 57 min. This title is also 
available for download as a DVD On Demand. 


#SOVEDVD $29.95 } 
SAVE $14.95 WHEN YOU BUY 

| SMART OPENS: HOME EDITION AND 

| SMART OPENS: VEHICLE EDITION 

| #SOSETDVD $44.95 

| For retail sales only. 


HIGH-SPEED ENTRY 
Instant Opening Techniques 

Want to go right through high-security locks, 
hard-plate protection, rim-and- mortise cylinder 
dead bolts, brick walls or steel bars? Here’s how. 
Color, 60 min. This title is also available for 
download as a DVD On Demand. 
#HIGHDVD 


INSTA OPCNING 
IETS 


$19.95 


SMART OPENS 
Home Edition 
with Miguel Miranda 

Structural securities consultant Miguel Miranda 
will show you the inner world of smart opens. 
Smart open techniques are being used by profes- 
sionals around the world to gain entry into 
homes, businesses and personal spaces without 
leaving a trace. 

Smart opens don’t use standard lock picking 
or smash and grab techniques; they employ high- 


i tech, yet simple, ways to gain entry into most spaces. 


Miranda will show you how you can prevent break-ins and how to 


: forensically tell which techniques were used to gain entry into a structure. 


On this DVD you will learn how to: 


: * Open a push button lock with a marker and a light 

i * Use a flexible cutting board to open a deadbolt lock 

i * Open magnetic swipe card locks with everyday household materials 

i * Transform an attachable shower handle into a 5 second door opening tool 
: ¢ Open a standard door lock with a modified gift card 

: + Clear an obstruction from the tracks of a sliding glass door from outside 
: © Open a garage door in less than 30 seconds without electronics 

? « And much more! 


BONUS: 
Miranda shows you step-by-step ways to turn a toothbrush, adult vibra- 


: tor, beard trimmer or hair clippers into a very effective yet inexpensive 

: electric lock pick gun. Color, approx. 40 min. This title is also available for 
+ download as a DVD On Demand. 
i #SOHEDVD 


$29.95 


BANDE: ATOZ 
How to Get in Anywhere, Anytime 

The craft of picking pin tumbler, wafer, tubular 
cylinder and padlocks; quick methods for beating 
the most popular locks in the U.S. Color, 120 min. 
This title is also available for download as a DVD 
On Demand. 


#B&EDVD $29.95 } 


SUPERPICKING 
The Art of High-Tech Lock Picking 
with Ron Reed 

A super-informative video seminar on high- 
tech picking methods. Color, approx. 50 min. This 
title is also available for download as a DVD On 


or 
= 


#PICK 


John Minnery ( 


Demand. : 
#SPKDVD $19.95 ; 
: PICK GUNS 
i PICK GUNS Lock Picking for Spies, Cops, and Lock- 
i smiths 
i by John Minnery 
; Original patents and info on pick guns used by 
secre, the FBI and intelligence agencies. 5'/2 x 8'/2, soft- 
i eta cover, photos, illus., 126 pp. 


PQ KINDLE 
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$21.00 ; 
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BANDE: A TO Z, VOLUME Il 
Classic covert entry methods, including elec- 
tronic lock picks, nifty automobile openers, 
“code-grabbing” garage door openers and more. 
Color, approx. 70 min. This title is also available 
for download as a DVD On Demand. 


#B&E2DVD $29.95 


SAVE $14.95 WHEN YOU BUY 


BANDE: ATOZ ANDB ANDE: A TO Z, VOLUME II 
#B&ESETDVD $44.95 
For retail sales only. 


U.S. RETAIL ORDERS 1.800.392.2400 
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BOOK oF 


FUN STUFF 


FOR BOYS WHO NEVER 
REALLY GREW UP 


new articles from all your favorite authors — plus some new writers you are 


PALADIN 
i 


MARIJUANA FLYBOYS 
Looking Back at a Life Filled with Action, Adventure, Danger 
...and the Certainty That It Would All End Badly 
by K. Hawkeye Gross 

This is the last volume in the trilogy of K. Hawkeye Gross’ | |-year career 
as a marijuana smuggler. In Reefer Warrior, he chronicled his journey from a 
decorated Air Force pilot in Vietnam to a ton-hauler of marijuana smuggled in 
from Colombia. In Tales from the Joint, he described his 18 months of incar- 


ceration in prison. In Marijuana Flyboys, Hawkeye tells about life after prison. : 


What does a white, middle-class, college—educated, USAF-trained 
pilot/convicted felon do.once he leaves jail for smuggling marijuana? Finding 
himself with limited career choices, Hawkeye couldn’t resist the lure of 
rolling the smuggling dice once again and going after the big payday. For Mar- 
ijuana Flyboys, the action shifts from Colombia to the island paradise of Ja- 
maica, the home of the best weed on the planet. During his time in the 
business, Hawkeye made and lost a ton of money, including the loss of seven 
airplanes with a market value of over $500,000; none of which was covered 
by insurance. 

Join Hawkeye and his marijuana flyboys for the last installment of his high- 
flying, action-filled campaign in the war on drugs ...from the dark side. 5'2 x 
8'/, softcover, 314 pp. 
#MFLY 
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A PROFESSIONAL’S 
GUIDE TO PYROTECHNICS 
Understanding and Making 
Exploding Fireworks 
by John Donner 

An experienced pyrotechnist provides a well-rounded 
selection of formulas for making the most popular 
exploding fireworks used in the United States and 
abroad during the past century. 5'/2 x 8/, softcover, 
illus., 136 pp. 
#GUIDE 


f qf Ee SG Oy) 
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$22.00 ; 


THE PALADIN BOOK OF 

DANGEROUSLY FUN STUFF 

For Boys Who Never Really Grew Up 
Curious. A nose for adventure. A taste for 

the dangerous. A sense of humor. Sound like 

you? Then The Paladin Book of Dangerously 

Fun Stuff is just what you need! : 
Paladin Press has always been the single best i For Boys 

resource for how-to freaks and inside-information : Up 

junkies. Now, we've put together our most engag- 

ing book ever: we commissioned a slew of brand- 


oNe 
Really Orew 


DRUG SMUGGLING 
The Forbidden Book 
by K. Hawkeye Gross 

If you can’t just say no 
to danger, adventure and 
big bucks, then say yes to 
this book! Get the low- 
down on nailing down a 
source, procuring fake ID, 
shopping for equipment 
and dealing with the 
money. 5'/2 x 8'/, softcover, 148 pp. : 
#DS $20.00 : 


fe | eBOOK (PQ kinote 
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: K. Hawkeye Gross flew 330 combat missions in : 
: Southeast Asia as a forward air controller in the U.S. Air i 
: Force, being awarded the Air Medal and Distinguished 
: Flying Cross. Upon leaving the service, he became a 


eae bia and Jamaica. 


marijuana smuggler, logging many missions to Colom- 


THE FREEDOM OUTLAW’S HANDBOOK 
179 Things to Do ’Til the Revolution 
by Claire Wolfe 

Claire Wolfe has expanded the groundbreaking 
content of her original 10! Things to Do ’Til the 
Revolution to 179 explicit courses of action for 
modern-day Minutemen. This new book is based on 
the premise that when governments turn bad, it is up 
to determined, patriotic citizens to protest and resist 
overtly and covertly. 8/2 x | 1, softcover, 210 pp. 
#FOH2 $32.00 


EVEN MORE 
DANGEROUSLY FUN STUFF 
For Boys Who Never Really Grew Up 

The original Paladin Book of Dangerously 
Fun Stuff hit a nerve with thrill seekers and 
information junkies everywhere. Now, we’ve 
dug even deeper into the Paladin archives and 
commissioned more new articles for a second 
volume of action arcana, handy how-to, taboo 
topics, comical capers, and just plain weird 
stuff that we’re sure will delight all you guys 


: who've never really grown up. 


sure to love — and distilled excerpts from all corners of the Action Library, 


from best-sellers to hidden gems. The result is a wildly eclectic compilation of you how to survive an armed roadblock without getting shot; live high on 


: the hog without a job; buy and sell precious metals without getting screwed; 
how to land an airplane if you had to, discover what it’s like to drive offa 300- : keep a military coup covert ... or improvise when it gets discovered; defuse 
: a barroom brawl (four strategies!); outwit your interrogator on the witness 


: stand; and identify five deadly firearm training traps. 


dangerously fun topics that offers something for every taste. Want to learn 


foot cliff or build a backyard catapult? Now you can, plus dozens of othe dan- 
gerously fun things. 8'/ x | |, softcover, photos, illus., 322 pp. 


#FUN $41.00 : 
( K) KINDLE 

| SAVE $19.50 WHEN YOU BUY H 

1 1 

' THE PALADIN BOOK OF DANGEROUSLY FUN STUFF 

| AND EVEN MORE DANGEROUSLY FUN STUFF Li 
| #FUNSET $58.50 1 
| For retail sales only. ! 


U.S. RETAIL ORDERS 1.800.392.2400 


i #FUN2 


What’s on the menu this time? This action-packed sequel will teach 


All this and much more on gangs, guns, drugs, bears, propaganda! Driving 


: drunk, picking locks, hitchhiking intelligently, snatching prisoners! Crooked 
: cards, mantraps, gunpowder, tractors! (Tractors?) 


The dozens of authors represented here are not only the top 


: researchers, practitioners, and writers in their fields, they are largely the 
? cognoscenti to whom the “authorities” and “experts” go for advice. And 
: they deal with topics you will find covered nowhere else. 


Buy this book and learn to live dangerously, live free and have fun. 8’ x 
| 1, softcover, photos, illus.,300 pp. 
$37.00 
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RAGNAR’S ACTION ENCYCLOPEDIA 
OF PRACTICAL KNOWLEDGE AND 
PROVEN TECHNIQUES 
Revised Edition 
by Ragnar Benson 

Contains 80 chapters with precise instructions, 
diagrams, photos and illustrations showing you 
how to ° build, choose, store and use various 
types of weapons * change your ID and drop out 
of sight completely (or find someone who has) * 
select, build and stock a retreat * defend yourself, 
your family, your property and your privacy * trap anything that moves 
(including man) * avoid the costly mistakes others have made when standing 
up to big government and nosy do-gooders * and much, much more. 8'/2 x 
| 1, softcover, photos, illus., 344 pp. 
#ACTS 


{ @ 
Action 
Eneyclopedia of 
Knowledge 


$42.00 


fe| eBOOK 


: COVER YOUR TRACKS 

? WITHOUT CHANGING YOUR IDENTITY 

: How to Disappear Until You WANT to Be Found 
i by B. Wilson 

: If identity change seems too drastic for you, maybe all you need is a seri- 
: ous “time-out” to regroup, refocus, evaluate your situation and weigh your 

: options. The author, Bill Wilson, did this, and here he shares with you the ins 
: and outs of taking off and covering your tracks until the dust settles. 5'/2 x 

: 814, softcover, photos, 90 pp. 
: #COVER 


: (2Q kinote 


doing just that. 51/2 x 8/, softcover, photos, illus., 134 pp. 


$17.00 ; #ANEW 


: ( PQ KINDLE 


RAGNAR’S ACTION ENCYCLOPEDIA 
Volume 2, Revised Edition 
by Ragnar Benson 

All-new chapters on everything Ragnar 
couldn’t fit into Volume I, including 9mm vs. 
.45, sniper rifles, riot control, electronic war- 
fare, taking out tanks, martial arts, political 
dirty tricks and much more. 8% x I I, softcov- 
er, photos, illus., 248 pp. 


#ACT2S $42.00 : 


| SAVE $21.00 WHEN YOU BUY 


i 
| THE 2-VOLUME RAGNAR’S ACTION ENCYCLOPEDIA SET : 
| HACTIONSET $63.00 | : 


} For retail sales only. | : 


ACQUIRING NEW ID 
How to Easily Use the Latest Computer 
Technology to Drop Out, Start Over, 
and Get On with Your Life 
by Ragnar Benson 

In this high-tech computer age, you can no longer 
hope to start over by using the antiquated “dead- 
baby’s-birth-certificate” trick.What you need now is a 
plan that allows you to make your own identity docu- 
ments on your home computer. In this book, Ragnar 
Benson shows you his tried-and-true secrets for 


$20.00 : 


Identity for Privacy 
and Personal Freedom, 
Revised and Updated 
Edition 
by Sheldon Charrett 
In this revised and 
: updated version of a clas- 
: sic new identity manual, you will learn how to 
: acquire a new identity, produce the documents 
: necessary to support it, and obtain residence, 
? credit, employment and banking privileges to 
i enjoy it. 
: Read all-new and expanded information on 
: evaluating the pros and cons of segmented ID 
: change vs. total ID change, creating alternate 


: identity documents from scratch, working around : 


: the onerous rules for mail drops and private 

: mailboxes, establishing real estate residence 

: without ever signing a document, making your 
own notary embossing plate and applying for and 
: using Social Security numbers. 5/2 x 8'/, softcov- 
: er, photos, illus., 214 pp. 
: #IDENTITY2 
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Sheldon Charrett is a recognized authority on the 
: topic of new and alternate identity issues. His only 

: contact with Paladin is through electronic media, as 

: he likes to keep a low profile. 


I 
I 
I 
I 
fd 
i | AND THE I.D. MASTER 
i 
I 
I 
I 


$25.00 : 


Construction 

Techniques of the 

Underground 

by Sheldon Charrett 
“Poor man’s” tech- 


niques for those ona 


: budget. Includes the latest printers, scanners, 

: cameras and other equipment to make fake IDs; 
: do-it-yourself computer templates for driver’s 

: licenses; ways to make composite IDs using a 

: standard 35mm camera; and more. 82 x II, 

? softcover, photos, illus., 96 pp. 
i #HALLEY 


$25.00 


SAVE $12.00 WHEN YOU BUY 


SECRETS OF A BACK-ALLEY ID MAN 


$35.00 
For retail sales only. 


ALL NEW ID TITLES ARE 
SOLD FOR ACADEMIC 
STUDY ONLY. 
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IDENTITY, 


@) PRIVACY, AND 


PERSONAL 


FREEDOM 


THE MODERN SECRETS OF A BACK-ALLEY SECRETS OF oun 0 NEWMAN THE I.D. MASTER 
IDENTITY A BACK-ALLEY *TD-. MASTER Little Known 
CHANGER ID MAN =~ Tactics of 

How to Create a New Fake ID Identity Change 


Professionals 

by John Q. Newman 
Discover how to 

use name-change laws 

to your advantage, 

change your identity 

with the help of police 


? reports, create a usable Social Security number, 
? use a “ghost address” to establish new identity, 
? create an education history complete with real 
: transcripts and more. 8'/ x | 1, softcover, 130 pp. i 
: #IDM 
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$22.00 : 
IDENTITY, 
PRIVACY, 
AND PERSONAL 
FREEDOM 


Big Brother vs. the 

New Resistance 

by Sheldon Charrett 
The latest info on 

how to make profes- 

sional-quality identity 


: documents (including holograms and bar codes), 

: obtain official documents under a new identity and 
: more! 8'/ x | 1, softcover, photos, 236 pp. 
: #FREEDOM 


( FQ KINDLE 


$40.00 : 


U.S. RETAIL ORDERS 1.800.392.2400 


NEW ID & FINANCIAL FREEDOM 


%& PALADIN BEST-SELLERS * 


LIVING WELL ON 
PRACTICALLY NOTHING 
Revised and Updated Edition 
by Edward H. Romney 

This book is for people who need, or want, 
to live on a lot less money. If you have been 
downsized, demoted, divorced or duped — or 
you want to quit your job and remain financially 
self-reliant — this revised and updated book will 
tell you how to go about it. It contains hun- 
dreds of tips, secrets and necessary skills for 
people who need to economize. 

From cover to cover, this book is stocked with proven methods for sav- 
ing money on shelter, food, clothing, transportation, entertainment, health 
care and much more. Let the author show you how you can live happily, 
comfortably and with complete financial freedom. 8'2 x | 1, softcover, pho- 
tos, illus., 200 pp. 

#WELL2 


= = Aevised and 
: Uptated 
“ae Edition 


{ 

i 

? RAGNAR’S 
GUIDE TO THE 
i 


UNDERGROUND 
ECONOMY 


i] 

I 

I 
BESTCREDIT } 
How to Win the Credit Game, } 
Revised and Updated 4 
by Dana A. Neal 4 

Dana Neal knows firsthand the consequences of bad I 
credit — how a financial setback can leave you unable to 
buy a house or car, rent an apartment, get insurance or 
pest@redit even land a job. But the former collection agency insider 
q = also knows that flawless credit is within anyone's reach. 
In easy-to-understand terms, the author explains how 

the credit game is played, the roles of the various players and the ways in which 
the credit industry stacks the odds against consumers. He then presents a 
straightforward, no-nonsense plan for 


BestCredit 


* Removing negative credit (including bankruptcies, charge-offs and tax 
liens) from your files 
Establishing years of good credit where none existed 
Dealing with credit bureaus and collection agencies 
Stopping bill collectors from harassing you 
Repairing adverse student loan history 
Preventing or recovering from ID theft 


#DUMP 


BestCredit shows you how to win the credit game by getting others to 
play by your rules! 5/2 x 8/A, softcover, illus., 456 pp. 


#BCRED2 $32.00 


| SAVE $11.00 WHEN YOU BUY 
RAGNAR’S GUIDE TO THE UNDER- 
GROUND ECONOMY AND DEEP IN- 
SIDETHE UNDERGROUND ECONOMY 
#ECONOMYSET 


RAGNAR’S GUIDE 
TO THE 
UNDERGROUND 
ECONOMY 
by Ragnar Benson 

All across America car- 


penters, farmers, comput- : 


er consultants, mechanics 
and others are living off 
the economy — and thriv- 


Deep Inside 


: DEEP 


ing. Learn how you can 

too. 54 x 8'4, softcover, : INSIDETHE 
photos, 106 pp. : UNDERGROUND 
#ECONOMY $20.00 : ECONOMY 


fe| eBOOK 


hood dumpsters, dive 
a restaurant, handle 
run-ins with the 
authorities, convert 


your trash to cash and much more! 8'% x II, 
softcover, photos, illus., 158 pp. 


: 240 pp. 


: How Millions of 
: Americans Are 

: Practicing Free 

: Enterprise in an 
: Unfree Society 

: by Adam Cash 


Real case histories 


: reveal how to operate 
: a business tax-free and 
: prosper in today’s 


J 
1 
iJ : 
1: : 
1: underground economy. : 
1: 
Ri 
J 
1 
1 


8'4 x | 1, softcover, 


$33.95 1: HDIUE2 — $24.95 
For retail sales Omlyot oc ssessessecceneeee | 
a “ THE BOOK 
THE ART AND ! ON BOOKIES 
SCIENCE An Inside Look at 
OF DUMPSTER ; a Successful 
DIVING : Sports Gambling 
by John Hoffman : Operation 
Discover how to : by James Jeffries 
work your neighbor- : gs told to 


i Charles Oliver 


Go behind the 


: scenes to find out 

: exactly how a suc- 

: cessful sports betting 
i operation is set up 
$20.00 i and run. 512 x 8A, 

: softcover, |60 pp. : 
: #BOOKIES $20.00 i 


HOW TO GET RICHASA 


‘eiline to} 


CLAIRE WOLFE 


THE BAD ATTITUDE GUIDE 
TO GOOD CITIZENSHIP 
by Claire Wolfe 

Every few years, American voters get fed up and 
“throw the bums out.” One party sweeps to victory 
on promises of “change” or “getting government off 
our backs.” But amid all this change, the one thing 
that never actually does change is the one thing we 
imagine we're changing — government. There are 
alternatives to the failed methods of good citizen- 
ship, and that’s what this book is about. Will your 


actions change government? Most likely they won’t bring about any sea 

: change at first. But in the long run, as the momentum of individual inde- 

i pendence builds and as government-as-usual engineers its own doom by 

: being oppressive and unresponsive, change could come bullet-train fast. 5'4 
i x 8'4, softcover, 228 pp. 


i #BAGGC 


: ( K) KINDLE 
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TELEVANGELIST OR FAITH HEALER 
by Bill Wilson 

Learn how to make a fortune as a religious con 
artist. This lucrative career has sustained countless 
scoundrels, frauds and hucksters for millennia. If you 
play the part right, you will be blessed with riches, 
power, prestige and sex. 

Discover the easy, inexpensive ways to get reli- 
gious credentials (and the tax-free status that goes 
with them), how to develop your following, how to 


: tailor your message for maximum gain and how to weasel out of trouble 
: when your lavish lifestyle or personal misconduct hits the fan. 


Whether you're actually considering a career in televangelism or just 


( PQ kinote 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


studying their methods to protect yourself or a loved one, you'll find page 
: after page of shocking, amusing and heartbreaking true stories from the 
: world of religious chicanery. 5 x 8'/, softcover, 172 pp. 


$21.00 : #RICH 


$21.00 : 
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HOW TO HIDE ANYTHING 
by Michael Connor 

Learn how to construct dozens of hiding places 
in your house and yard, from places small enough 


HOW TO HIDE 
ANYTHING 


for money and jewelry to places big enough for 
supplies or people. Includes more than 100 draw- 
ings. 5'4 x 8'A, softcover, illus., |20 pp. 


#HIDE 
(Paxinos 
a 


HOW TO START 
YOUR OWN 
COUNTRY 
by Erwin S. Strauss 
Ever wonder what it 
would be like to rule 
your own country? In 
this fascinating book, 
Erwin Strauss reveals 
five different methods 
; for starting your own 
: country, including protecting sovereignty, ensur- 
: ing national defense, practicing diplomacy, raising 
i revenue and recruiting settlers. 5'/2 x 8'/, soft- 


: cover, photos, illustrations, |74 pp. 
: #COUNTRY $20.00 


MICHAEL CONNOR 


HOW TO START 
YOUR OWN 
COUNTRY 


: INVISIBLE RESISTANCE TO TYRANNY 
: How to Lead a Secret Life of Insurgency 
: in an Increasingly Unfree World 

: by Jefferson Mack 
: This is both a mani- 
festo and manual for 
everyday citizens who 
are alarmed by the 
never-ending encroach- 
ment upon the individ- 
ual freedoms recognized 
(not granted) in the Bill 
of Rights. It outlines a 
progressive program of 
: resistance that anyone 

: can undertake without having to protest in the 

i streets, go on hunger strikes or take up arms. Learn 

: how to actively resist within today’s system through 

: such avenues as taxes, guns, juries and schools. 5'/2 x 
: 8'/, softcover, |50 pp. 
: #IR 


fe| eBOOK (2Qkinote 


: book is vital to protecting your privacy and 
: financial assets. 5!/ x 8, softcover, photos, 70 pp. 
i #CSP 


: ( K) KINDLE 


? SECRET HIDING PLACES 

: by Jack Luger 

This books tells searchers how to find hidden 
: contraband and cachers how to hide stuff so it 

: can’t be found. Topics include hiding places in the 
: home or office, on your person and in vehicles. 


: Includes a chapter on hiding weapons and the best : 


i tactics for employing them. 81 x ||, softcover, 
: illus. 128 pp. 
: HBIG 


( K) KINDLE 
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: THE PRIVACY 


$18.00 : 


$20.00 


Hackers, Identity 
Thieves, and Other 
Cybercriminals 
by Edward LaBarge 

You lock the doors and 
windows in your house to 
keep out thieves, and you 


GUIDE FOR 


Edward Lafarge 


: store valuable papers in a secure location. But 

: what about all that personal information stored on 
: your computer — Social Security numbers, banking 
; account data, credit card transactions, tax returns? 


You need a security plan to protect this data as 


: well. This easy-to-read handbook outlines the 

? most common online risks to your privacy and 
$20.00 ; 
; them. And you don’t have to be a computer 
: genius to implement them. 


provides simple, inexpensive measures to avoid 


In today’s brave new cyberworld, the info in this 


IT IS NOT PARANOID TO BE 
VIGILANT ABOUT 
PROTECTING YOUR ONLINE 
PRIVACY. IT IS ESSENTIAL. 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


$12.00 


THE QUICK AND DIRTY GUIDE TO 
LEARNING LANGUAGES FAST 
by Mykel Hawke 

So confident is A.G. Hawke of his method that 
he promises that anyone can become functional in 
any language in as little as seven days and proficient 
in 30. Includes a day-by-day schedule, a handy 
workbook format, learning tips to help you master 
key elements and reproducible forms you can fill 
out and carry with you anywhere. 5'/ x 8'/, soft- 
cover, |76 pp. 


#QD $22.00 ; 


SPEAK LIKE A NATIVE 


SPEAK LIKE A 
: HANDBOOK Professional Secrets for 
i Proven Counter Mastering Foreign Languages 
i measures for by Michael D. Janich 
i Combating Threats to No matter what language you wish to learn or 
i Privacy, Security, and the level of fluency you need to attain, this book 
: Personal Freedom can help you learn to speak like a native. 5'2 x 8'/, 
: by Michael Chesbro softcover, photos, | 32 pp. : 
: Hundreds of simple #SLN $21.00 
: but effective measures : 
: you can take to pre- ( K) KINDLE 
: serve your privacy and 
: personal sovereignty in : ‘pisieiattesaiiasitiasitiasiaRia lta itetiaaiaaiteaiia ieee aaa tiaaaaaaaaa aaa at . 
: the face of Big Brother : i SAVE $l 1.00 WHEN YOU BUY j i 
; runamok.5/2x8/, — } | THE QUICK AND DIRTY GUIDE TO i i 
; softcover, 296 pp. : | LEARNING LANGUAGES FAST AND SPEAK LIKE A NATIVE 7 
; #PH $25.00 : | #SLNSET $32.00 | : 
i if For retail sales only. | : 
COMPUTER METHODS OF 
SECURITY GUIDE DISGUISE 
FOR PARANOIDS Revised and 
How to Thwart Expanded 


by John Sample 
Whether you're an 
actor, an undercover 
cop, a gambler or the 
host of a costume party, 
this book will show you 
: how to change yourself 
? so completely that even old friends won’t recog- 
? nize you! This helpful guide includes more than 
i 100 detailed illustrations, as well as sources for 
? makeup, equipment and other disguise materials. 
: 5/2 x 8'/, softcover, illus., 258 pp. 


‘Seoved Edition 


John Sample 


A mr rom pK I HORE, ~_— 


: #METH $25.00 
ADVENTURE 
THIRD WORLD TRAVEL IN THE 
THIRD WORLD 


Everything You Need 
to Know to Survive 
in Remote and 
Hostile Destinations 
by Jeff Randall and 
Mike Perrin 
Minimize the many 
; risks that come when 
? venturing off the beaten tourist path — and have 
: fun doing it! 5'/ x 8'A, softcover, photos, 276 pp. : 
? HAT $22.00 ; 
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ESPIONAGE & TECHNOLOGY 


GET SCHOOLED IN THE CRAFT OF ESPIONAGE WITH JAMES COATS 


SPOOK SCHOOL 


James Coats com- 
bines his criminal 
profiling skills with 
wilderness survival 
training, advanced 
sleight-of-hand, 
escape and evasion 


up to bring you an inventive and informative 
DVD. On this DVD you will learn: 


* How to create and use a quick-change suit to 
change your appearance 
* How to escape binds, such as rope and duct 


tape 
* How to change your looks without makeup or : 
costumes i 
* Various “on the run” wilderness camouflage 
techniques 


* Ghillie suit application and construction 
* How to escape from the trunk of a car 


And much more! Color, approx. 99 min. This 
title is also available for download as a DVD On 
Demand. 
#SPOOKIDVD 


| SAVE $30.35 WHEN YOU BUY 
! SPOOK SCHOOL: 3-VOLUME SET 
| #SPOOKSETDVD $89.50 


For retail sales only. 


: THE BUG BOOK 

: Everything You Ever Wanted 

; to Know About Electronic Eavesdropping 
: but Were Afraid to Ask 
: by M.L. Shannon 

: What should you 
do if you suspect you 
are being bugged? 


if you were? You need 

to read this book. 
You'll discover how 

these listening devices 

work and how to best 

identify and thwart 

: them. You'll also 

: receive scores of ideas for protecting landline, 

: cellular and cordless telephones, as well as 

i pagers, fax machines and computers. 81/2 x II, 

: softcover, photos, illus., 168 pp. 

: #BB 


( K) KINDLE 
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Shadow Operations 


and special F/X make- 


Would you even know 


SPOOK SCHOOL 
Tactical Equipment 
and Conversions 
James Coats’ highly 
praised work as a 
skilled illusion designer 
in the magic industry 
and his understanding 
of various forms of tac- 
tical equipment and 
combat tactics are 


combined on this DVD to bring you an inventive 
: and informative look at equipment that could aid 
: you, or someone you love, in a dangerous or life- 
: threatening situation. Find out: 


: ¢ How to convert everyday items into useful 


tactical tools 


: + How to transform everyday clothing into 


state-of-the-art 
urban warrior wear 


: ¢ How to turn children’s toys into useful high- 


tech tactical tools 


: * The latest in bulletproof gear and accessories 


* The latest in grappling hook technology 


i ¢ The latest in underwater tactical gear 


$39.95 


And much more! Color, approx. 62 min. This 


title is also available for download as a DVD On 
? Demand. 
i #SPOOK2DVD 


: BEA BIGTIME, BIG DEAL PRIVATE EYE 
i; ...and Make Money 

: at It in Today’s Business World 

: by Russ Bubas 


tor is an important player 
in the modern business 
world, filling gaps where 
law-enforcement officers 
cannot or will not tread. 
Bubas has spent 35 years 
in the business and now 
runs a successful corpo- 
rate private investigation 
firm with more than |,000 


: clients nationwide. Here he provides an entertain- 
: ing introduction to private investigation as an 

: adventurous, profitable and satisfying career.5'2x 
: 8'/, softcover, photos, |44 pp. i 
: #BTP 

$35.00 : 


$20.00 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


Today's private investiga- 


i #RGI 


SPOOK SCHOOL 
Secret Spaces 

Law enforcement 
consultant and illusion 
designer James Coats 
is joined by commer- 
cial and residential 
contractor and design- 
er Dan Hamann in 
Spook School: Secret 
Spaces. Together 


i James and Dan bring you the first of its kind 

i step-by-step instructional DVD that will show 
; you how to create unique secret and hidden 

: spaces in your home and vehicle. 


Spook School: Secret Spaces doesn’t focus 


: on the ordinary “secret” locations that have been 
? common knowledge for more than 50 years. 

i Instead it focuses on new cutting-edge, yet sim- 

? ple construction techniques that have been com- 
: bined with closely guarded illusionary secrets to 
: bring you new and impressive ways to hide 

? weapons, supplies, cash and valuables. 


On this DVD you will learn how to: 


: © Hide items in plain sight without any special 


containers 


i * Convert ordinary furniture into secret storage 


for weapons and supplies 


: © Use illusion technology to hide items such as 
$39.95 ; 


handguns and rifles 


And much more! Color, approx. 83 min. This 


: title is also available for download as a DVD On 
: Demand. 
i #SPOOK3DVD 


$39.95 


RAGNAR’S GUIDE 
TO INTERVIEWS, 
INVESTIGATIONS, & 
INTERROGATIONS 
How to Conduct 
Them, How to 
Survive Them 
by Ragnar Benson 

Get two books in one. 
First, Ragnar Benson 
reveals how to conduct interviews, investiga- 


; Inteniews, 
vestigations, 


and 


ntéfragatians 


How to Conduct Them, 
How to Sarvive Them 


tage: Loewe 


tions and interrogations, and then he shows 


prospective witnesses how to survive an inves- 


: tigation if they must submit to one. Learn his 


professional secrets for creating effective pre- 


? texts, opening up a witness and keeping him 
: talking, recognizing and “listening” to nonverbal 


clues, and much more. 5'2 x 8'/, softcover, 
photos, |20 pp. : 
$17.00 : 
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SURVEILLANCE COUNTERMEASURES 
A Serious Guide to Detecting, 
Evading, and Eluding Threats 
to Personal Privacy 
by ACM IV Security Services 
A systematic approach 
to detecting and evading 
surveillance, including 


observation, detection and : 


evasion tactics that are 
effective against the most 
sophisticated surveillance 
techniques in the world. 
5’ x 8'A, softcover, illus., 
192 pp. 
#SCM 
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t 
t 
' SAVE $18.00 WHEN YOU BUY 
' COUNTERING HOSTILE 

| SURVEILLANCE, 

| SECRETS OF SURVEILLANCE 

| AND SURVEILLANCE 

| COUNTERMEASURES 

| #SCMSET $54.00 
; For retail sales only. 
I 


$25.00 : 


; SECRETS OF SURVEILLANCE 

: A Professional’s Guide to Tailing 

? Subjects by Vehicle, Foot, Airplane, 
? and Public Transportation 

: by ACM IV Security Services 


This highly regarded 
book gives professional 
techniques and tricks on 
how to best utilize per- 
sonnel, equipment, disguis- 
es, stakeouts and commu- 
nication for high-stakes 
surveillance operations. 
5’ x 8'/, softcover, illus., 
244 pp. 


? COUNTERING HOSTILE 

: SURVEILLANCE 

: Detect, Evade, and Neutralize Physical 
? Surveillance Threats 

? by ACM IV Security Services 


This book provides the security professional 


: with the tools he needs to operate in the field 

: of surveillance countermeasures. 5'/2 x 8'/, soft- 
: cover, illus., 132 pp. 

? #CHS 


DO YOU SEE WHAT I’M SAYING? 
Secrets of Body Language Made Simple 


with Van Ritch 


SCIENCE 
OF MONEY 


LAUNDERING 


BRETT F woODS 


In this revealing video production from Paladin Press, former counterintel- 
ligence operative Van Ritch shows you how to understand what people are 
saying to you with their body language to get to the “unspoken truth.” Dis- 
cover how to use a “behavioral baseline” to determine what an individual's 
natural body language looks like; find out how eye movement discloses what 
people are thinking and feeling about what they’re telling you; learn how to 
interpret the body language behind common emotions; and more. Color, 
approx. 45 min. This title is also available for download as a DVD On 
Demand. 


#SAYDVD $29.95 


THE ART AND SCIENCE OF MONEY LAUNDERING 
Inside the Commerce of the International Narcotics Traffickers 
by Brett F. Woods 

Laundering money has always been something of an art form, but in the 
electronic age it has also become a science. No longer do drug traffickers 
take briefcases stuffed with $10s and $20s down to the local bank to ex- 
change them for larger denominations. Cybercurrency has given profession- 
al money movers the three critical tools they need to evade modern fraud 
detectors: speed, high-tech encryption technologies, and most improtant, 
anonymity. 

This is an essential reference for all law enforcement professionls, private 
investigators, lawyers, adventurers, and curious citizens who want to get 
inside the network of today’s professional money brokers. 5'/2 x 8'/2, soft- 
cover, 208 pp. 


#SCIENCE $25.00 
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RUNNINGA 
RING OF SPIES 
Spycraft and Black 
Operations in the Real 
World of Espionage 
by Jefferson Mack 

Peep into the real 
world of a Bangkok 
madam-turned-secret 
agent, Aldrich Ames, U.S. 
Embassy guards, Kim Phil- 
by and other of the world's best spies. 5'2 x 8'/, 
softcover, 212 pp. 


#RUN $28.00 } 
G-sook | P@ KINDLE 
a 
‘The Home Workshop [iaeaiaeldbpeaalaa 
~ =~ wr WORKSHOP SPY 
ce | Spookware for the 
Serious Hobbyist 
by Nick Chiaroscuro 


The Briefcase Bug. 
The Postage Stamp 
Bug. The Sonarbug. 
The Optibug. Wild 
new creations from 
the latest James Bond 
movie? Nope. These are working spy toys that 
anyone with a little knowledge, basic fabrication 
skills, and a healthy curiosity about the forbidden 
science of electronic surveillance can make in 
the privacy of his own workshop. The Home 
Workshop Spy provides all of the circuit-board 
patterns, parts lists, and building tips necessary 
to construct an array of bugs, taps, directional 
mics, receivers, and other pieces of clandestine 
hardware for education or amusement. You 
don’t need to be a “wire specialist” to appreci- 
ate the simplicity and practicality of these won- 
derfully sneaky designs. 8'2 x | 1, softcover, pho- 


the 
Serious Hobbyist 


tos, illus., 96 pp. 
#HWS $25.00 
fe| eBOOK (Ma xinowe 
a 
MEN | SCANNERS 
AND SECRET 
AN VERS FREQUENCIES 


IND SECRET 
REQUENCIES 


by Henry L. Eisenson 

This immensely 
entertaining book 
describes the scanner 
world, the people in it, 
the equipment they use 
to tune in to cellular 
phones, police and mili- 
tary transmissions and other supposedly private 
communications. 5'/2 x 8', softcover, photos, 
illus., 320 pp. 


$30.00 


U.S. RETAIL ORDERS 1.800.392.2400 


REVENGE & HUMOR 


*& PALADIN BEST-SELLER * 
HAYDUKE’S GET EVEN SERIES 


GET EVEN 

The Complete Book of Dirty Tricks 
This is the book that started it all! Revenge 

master George Hayduke teaches you how to get 


even whether you’ve been wronged by an 
enemy, victimized by a credit card company or 
ripped off by an obnoxious individual or organi- 
zation. Get Even will put you on top of any sit- 
uation where you formerly felt helpless. 5'/2 x 
8'/, hardcover, 208 pp. 


#GE $23.00 


GET EVEN 2 
More Dirty Tricks from 
the Master of Revenge 

The outrageous sequel to the original, Get 
Even 2 presents a wide range of all-new dirty 
tricks people pull to get even with Big Business 
bums, footloose spouses, lousy landlords — and 
ripoffs of all types. This inspiring volume is a 
product of public frustration — the little guys 
don’t have to take it anymore! George Hayduke 
is back with even more mischievous madness 
and nasty nightmares for your mark. 5! x 8'A, 
hardcover, illus., 180 pp. 


#GE2 $23.00 
' SAVE $13.05 WHEN YOU | 
; BUY i 
GET EVEN AND GET EVEN 2 
| #GESET $32.95 | 
GET EVEN 


The Video of Dirty Tricks 

Finally on film, George Hayduke shows you 
how to turn the tables on bullies, bureaucrats, 
big business and others. Video vengeance like 
this has to be seen to be believed. Color, 
approx. 40 min. This title is also available for 
download as a DVD On Demand. 


#GEDVD $19.95 


SCREW 
UNTO OTHERS 
Revenge Tactics for All Occasions 
Watch out! The Master Trickster is back with 
over 140 mischievous tac-tics custom-designed 
for that special someone who has made your life 
miserable. This revenge manual shows how to 
use technology, manure, newspapers and more 
to help you savor your vengeance! 5'2 x 8'/, 
softcover, 242 pp. 
#SCREW 


(% KINDLE 


GHORGE HAYDUKE 
Conner 


$25.00 


U.S. RETAIL ORDERS 1.800.392.2400 


SEE COMPLETE SELECTIONS AND ORDER ONLINE paladin-press.com 


ALL REVENGE TITLES ARE 
for entertainment purposes only. 


HIGH-TECH 
HARASSMENT 
How to Get Even with 
Anybody, Anytime 
by Scott French 

Scott French asked engineers, bank tellers, 
phone operators and computer technicians 
how they would get even with somebody. The 
result is a collection of electronics, chemicals 
and common sense that can be used for cre- 
ative pranks. 8'/2 x | 1, softcover, photos, illus., 
162 pp. 


#HTH $30.00 : 


DON’T GET MAD - GET EVEN 
by Jane Inder and Hilary Eyre : 
Stop being mad as hell. Start striking back! An : 
outrageous compilation of nasty payback tech-  : 
niques, devilishly devious tricks and fiendishly 
clever plots, schemes, pranks and stunts, this 
master tome of revengemanship arms you with 
the skills you need to turn the game of getting 
even into an art form. 5'/2 x 8'/, softcover, 252 
PP. 
#DGM2 
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%& PALADIN BEST-SELLERS * 


PRINCIPIA DISCORDIA 
Or How I Found 
Goddess and What 
I Did to Her When I Found Her 
by Malaclypse the Younger and 
Omar Khayyam Ravenhurst 

This legendary underground classic contains 
absolutely everything worth knowing about 
absolutely everything. Presented for your 
enlightenment, entertainment and confusion. 
5! x 8'A, softcover, illus., 106 pp. 


$25.00 : 


THE REVENGE ENCYCLOPEDIA 

You'd have to buy and read more than 25 
books to get the collective wit and wisdom 
contained in this handy compilation of the best 
of the Paladin revenge library. Don't be fooled 
by cheap imitators that claim to know how to 
get even.When you need to know how to deal 
with philandering spouses, nosy (or noisy) 
neighbors, bungling bureaucrats, snarly sales- 
clerks or two-timing business partners, Paladin 
is your source for creative revenge. 8’ x II, 
softcover, 116 pp. 
#RE 


Revenge 
Encyclopedia 


$25.00 
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ABCs of NHB,Vols. 1-3 (DVD)....sesssssssssssss00000 40 
Acquiring New ID 


Advanced Bowie Techniques .....ssssssscssssesssesssseeees 78 
Advanced Carbine Tactics. 
Advanced Dim-Mak 


Advanced Dragon’s Touch .. 
Advanced Fighting Folders (DVD. 
Advanced Fighting with Firearms (DVD) ........ 66 
Advanced Fugitive 


Advanced Handgun Survival Tactics .......-.sssss+ 65 


Advanced Lock Picking Secrets..... 
Advanced Master Handgunning 

Advanced Silat Concepts (DVD) 
Advanced Tactical Marksman 
Advanced Ultimate Sniper (DVD 
Adventure Travel in the Third Worl 


All-In Fighting...... 
Allied Military Fighting Knives ...........s:csse76 
Ambush} ........00000 


American Combat Judo 


American Rifle 


American Swords and Sword Makers, Vol. II. 
AR-15/M16 


Argument of Movement, Part | (DVD)............ 30 
Argument of Movement, Part 2 (DVD)............ 30 
Argument of Movement, Part 3 (DVD)............ 30 


Arming for the Apocalypse... 
Armor Plated (DVD) 
Armorer’s Workshop, Vols. | & 2 (DVD).......... 86 


Art and Science of Dumpster Diving .... 


Art and Science of Money Laundering . 
Art and Science of Mook Jong: 

Slam Set Evolutions (DVD)... d | 
Art and Science of Mook Jong: 

The Blade Set (DVD) 
Art and Science of Mook Jong: 

The Club Set (DVD)... 
Art and Science of Wet Silencers ........:ssssssssss 74 
Art of Mail Armor 
Art of the Rifl 
Art of the Rifle Special Color Edition. 


Arwrology 


B and E:A to Z (DVD) 
Band E:A to ZVol. I] (DVD)... 
Backyard Catapults 
Bad Attitude Guide to Good Citizenship 
Balisong 
Barbed Wire, Barricades, and Bunkers 
Bare-Handed Survival Shelters .........ssssssssssseeees 16 


Bare-Knuckle Boxer’s Companion....... 
Basic Manual of Knife Fighting .........ccssse 79 
Battlefield Pankration: The Book........1s:sssssssse 37 
Battlefield Pankration: The Video (DVD).......... 37 
Bazooka 
Be a Big Ti 
Behind Prison Walls 
Below the Belt (DVD) 


e, Big Deal Private Eye 


Below the Belt, Vol. 2 (DVD) .....eecsessesssssssssseeee 28 
BestCredit 

Better Fighter (DVD) 

Beyond Brazilian Jujitsu (DVD)... dD 
Beyond Brazilian Jujitsu I] (DVD)... 3D 


Beyond “Expert” 
Beyond Kenpo (DVD) 
Big Book of Secret Hiding Places 
Black Medicine | 
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Black Medicine III 
Black Medicine IV........... 
Black Medicine: The Video (DVD) 


Black Science 


Blowguns 
Bob Kasper: The Lost Tapes (DVD)... 
Bob Kasper’s Individual Close Combat 


Bob Kasper’s Sting of the Scorpion... 


Bob Kasper’s Tactical Knives 


Book of Blacksmithing 
Book of Dim Mak 


Book on Bookies 
Bouncer’s Guide to Barroom Brawling............ 12 
Bowie and Big-Knife Fighting System............. 78 


Bowies, Big Knives, and the 


Best of Battle Blades . 


Bowie Knife Fights, Fighters, 


and Fighting Techniques 


Breath of Death (DVD) 
Brutal Art of Ripping, Poking, 


and Pressing Vital Targets......... 


Brutal Art of Ripping, Poking, and Pressing 
Vital Targets: The Video (DVD 
Bug Book 


Building a Better Gunfighter 


Building a Log Cabin Retreat............+ 


Bullseyes Don’t Shoot Back 
Bush War in Rhodesia 
Busting the Legs (DVD)... 
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Carlos Hathcock: Marine Sniper (DVD) . 
Car Kem-’ba-tivz (DVD) 
Catch Wrestling 


Catch Wrestling: Round TWo........ssss 


Championship Streetfighting 
Charles Nelson's School of Self-Defense............55 
Cheap Shots,Ambushes, and Other Lessons ....8 
Choke ’Em Out 
Citizen’s Guide to Stopping 


Suicide Attackers. 
Classic MI Garand 
Clean Sweeps (DVD) 
Close Combat..... 


Close-Combat Files 


of Colonel Rex Applegate...........s 


Close-Quarter Combat 
Close-Range Gunfighting (DVD) 
Codex Wallerstein 
Cold Steel. 


Collapsible Baton Tac 


Collector’s Guide to Switchblade Knives 


Combat Conditioning. 
Combat First Aid (DVD). 
Combat Knife Throwing... 
Combat Knife Throwing: The Video (DVD)......83 
Combat Rifle Marksmanship Exercises 
Combat Riflecraft (DVD) 
Combat Sanshou (DVD) 
Combat Shotgun (DVD) . 
Combat Use of the Double-Edged 


Fighting Knife 


Combat without Weapons 
Combative Kyusho (DVD) 
Combative Kyusho II (DVD) 
Combative Perspective .... 
Combative Pistol (DVD) 


Combative: 


Complete .50-Caliber Sniper Cours: 
Complete AR-15/M16 Sourcebook 


Complete Bladesmith 
Complete Book of Combat Handgunning ......66 
Complete Book of Knife Fighting ...........ss 79 
Complete Book of Taekwon Do Forms.......... 27 
Complete Book of U.S. Sniping ...........scecseee 
Complete Grappler (DVD)...... 
Complete Guide to Lock Picking 


Complete MI Garand 
Complete Pugilist (DVD)............. 


Computer Security Guide for Paranoids..... 


Concealed Carry..... 2D 
Concerned Citizen’s Guide to Surviving 

NBC Terrorist Attack.........000 fey) 
Congo Mercenary ...sseccccssseesesesnees 1 AB 


Congo Warriors... 


Contemporary Knife Targeting 
Counter-Blade Concepts (DVD) 
Counterambush Driving Skills 
and Evasion Techniques (DVD)..........e0 24 
Countering Hostile Surveillance 0... 94 


Counterinsurgency FM 3-24... 


Cover Your Tracks without Changing 


Your Identity....... 
Crashing the Lines (DVD) 


Creating the Low-Budget Homestea 


Critter Control........ 


Crucible All-Access Training 
Vol. | (DVD)... 
Crucible All-Access Training 
Vol. 2 (DVD)........ 
Crucible All-Access Training 
Vol. 3 (DVI 
Crucible All-Access Tr 
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Crucible All-Access Training 
Vol. 5 (DVD)... 
Crucible High-Ris| 
Vol. | (DVD)...... 
Crucible High-Ris| 
Vol. 2 (DVD) ...... 
Crucible High-Ris| 
Vol. 3 (DVD) ... 
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Environment Training, Il: 


Environment Training, 


Environment Training, Il: 


Crucible High-Risk Environment Training, 
Vol. 4 (DVD) ...... 
Crucible High-Risk Environment Training, Il: 
Vol. 5 (DVD) ...... 24 
Custom Rifles ...... BL 


Cutting Targets with the Japanese Sword... 
Cutting the Lines (DVD) .............. 
D 
Dacascos Tactical Systems (DVD) 
Dead On 


Deadliest Men.......... wll 
Deadly Force Encounters..........++++ a -) 
Dealing with the Great Ammo Shortage......... 67 
Death from the Shadows (DVD)........:::ss+00683 
Death Investigator’s Handbook........csssscssseeeee 46 


Death Touch.........s0004 


Deep Inside the Underground Economy 


Defensive Shooting for Real-Life Encounters 58 


Defensive Use of Firearms ........... 


Dim-Mak’s 12 Most Deadly Kats .........sssescesoe 34 


Dirt-Cheap Survival Retreat......... 


Dirty Dozen 
Disguised Weapons 
Ditch Medicine..... 
Ditch Medicine: The Video Series (DVD)..........18 
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Do You See What I’m Saying? (DVD) 
Do-It-Yourself Gunpowder Cookbook............ 70 


Do-It-Yourself Medicine 


Don’t Get Mad — Get Even 
Down & Out (DVD) 
Down but Not Out (DVD) 
Dragon’s Touch 
Drawing the Lines (DVD) 
Drawpoint: Vol. One (DVD) 
Drawpoint: Vol. Two (DVD) 
Drawpoint: Vol. Three (DVD) 
Drug Smuggling 


Dueling Sword 


Dueling with the Sword and Pistol 
Dynamic Chux (DVD). 


Eating Cheap. 


Eating on the Run 
Edged Weapon (DVD) 
Eight to Hate 


Emergency Air... 


Emergency Dentistry Handbook.. 
Encyclopedia of Dim-Mak: Vol. | .. 
Encyclopedia of Dim-Mak: Vol. 2 .. 


Equal or Greater Force 


Even More Dangerously Fun Stuff 


Executive Protection. 


Expedient Homemade Firearms 
Expert Lock Picking (DVD) 
Extreme Boxing (DVD) 
Extreme Close-Quarters Shooting (DVD) 
Extreme Combat Training:Vol. | (DVD). 
Extreme Combat Training:Vol. 2 (DVD). 
Extreme CQB (DVD) 


Extreme Joint Locking and Breaking 


Extreme Self-Defense 


F 
Fast and Fancy Shooters (DVD) . 
Fierce and Female (DVD) 


.50-Caliber Rifle Construction Manua 


Fight at Night 
Fight Like a Girl (DVD) 
Fight Medicine 


Fighter’s Guide to Hard-Core 


Heavy Bag Training 
Fighter’s Video Guide to Hard-Core 
Heavy Bag Training (DVD) 
Fighting Arts of Indonesia (DVD) 
Fighting Dirty (DVD) 
Fighting Folders (DVD) 
Fighting Footwork of Kuntao and Silat, 
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Fighting Footwork of Kuntao and Silat (PDF)....36 
236 


Fighting Forms of Kuntao-Silat (DVD)... 


Fighting Handguns ... 
Fighting in the Clinch 


Fighting Kuki ..... 


Fighting Power. 
Fighting Secrets of Muay Thai (DVD) 
Fighting Staff... 


Fighting Strategies of Muay Thai 


Fighting Sword 


Fighting Tomahawk 


Fighting Tomahawk, Vol. II .... 
Fighting Tomahawk: The Video (DVD). 
Fighting to Win... 


Fighting with Firearms (DVD) 
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Filipino Kuntao... 


Firearm Acquisition Tactics..... 
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Fireforce 


Fireworks 
Floor Bag Workout (DVD) 
Force-on-Force Gunfight Training 
Force-on-Force Handgun Drills (DVD) ..........62 
Forensic Analysis of the April | 1, 1986, 

FBI Firefight 
Forging Damascus (DVD) 
4-Wheel Freedom 


Freedom Outlaw’s Handbook...... 


French Foreign Legion Combatives 


Phase I: Stand-up Fighting (DVD).............. 3 
French Foreign Legion Combatives 

Phase Il: Escapes from Holds (DVD)........... 3 
French Foreign Legion Combatives 

Phase Ill: Ground Fighting (DVD)................. 3 


French Foreign Legion Combatives 
Phase IV: Multiple Opponents (DVD)........13 
French Foreign Legion Combatives 
Phase V: Control and Restraint (DVD).......13 
French Foreign Legion Combatives 

Phase VI: Unarmed vs.Armed (DVD) 
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Gang Intelligence Manual 200 
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Gangs and Their Tattoos 250 
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